The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL l. PATRICK 
GOVERNOR 

TIMOTHY P, MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



05/14/2011 


George Papachristos 

Assistant District Attorney, Norfolk County 


Dear ADA Papachristos, 

Enclosed is the information you requested in regards to Commonwealth vs.^^^^^^^Hlncluded are 
copies of the following: 


1. Curriculum Vitae for Annie Dookhan & Kate Corbett 


2. Drug Analysis Laboratory Receipts. 


3. 


Control Cards with analytical results for samples # 



4. Analysis sheets with custodial chemist’s hand notations and test results. 


5. UV Spectral analytical data for sample 

6. GC Spectral analytical data for samples 

7. Quantitative GC Spectral analytical data for sample 

8. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the preliminary testing, net weight and quantitative 
analysis for these samples. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for 
these samples. 


If you have any questions about these materials, please call me at the number below. 

Sincere 



Annie Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 











Curriculum Vitae 


Annie KJian (Dooklian) 

Education: 

University of Massachusetts, Boston, .Via, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I, II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦Oversee the Quality Control/Quality Assurance program for the Drug Lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst 1,11. UMMS-Massaehusetfs Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP training with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros, 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk OIG PRR 032829 





Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UVA/IS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 


Folk OIG PRR 032830 



PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1:00-3:00 


City or Department: U )e i / nn oJ_ \ 


Police Reference No. 


Name and Rank of Submitting Officer: 


'O 




mm 






To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: L< A r i # j ( A _Police Reference No.: 

Name and Rank of Submitting Officer:_ A? ^ <dk_ *•) 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Received by: 



Date: [d_ /(Q 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


| hi UL p i (I T'tci f (r'c f / <-{% I JL 


i/ 3 -i P d 
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Received by: 



Date: JCs 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


Cc bloc pi lh (vitpiccd. ic-t'Sbyt'Q 

l 


Lj blot f 


(U pe a rled ^( c l6 i *L 


c Line rmchd- fyes 


t C 
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_ ! ’X 


j blot pi'll AM rl(‘d / 
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Received by: 



Date 


: jdPy/d 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: l(J & y Mo o' if] _Police Reference No.: 

Name and Rank of Submitting Officer:_ f i^\. &S i. 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 




Received by: 



Date: lf~)_ 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: Ia_)P i/ fEtOjj. ih 


T 

Name and Rank of Submitting Officer: 


Police Reference No.: 






To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


3 tok / ie i o~ 
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Received by: 



Date: / Q_ 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: i l )Py/)A/)tJ'th 
Name and Rank of Submitting Officer: 


Defendant(s) Name (last, first, initial): 


To be completed by Submitter 

Description of Items Submitted 


Police Reference No.: 


i/LTr j ko (A H C/PQjyj 



To be completed by Lab Personnel 

Gross Weight Lab Number 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: U-^y >vi /) t} £ r\ _Police Reference No.: 

Name and Rank of Submitting Officer: _ tAA t/Try-i 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 





Date: / Q_ Q 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1 : 00 - 3:00 


City or Department: I s )/>y /v; r,< it ly _Police Reference No.: 

Name and Rank of Submitting Officer: ^ c< -5~ Jig kCcc/ 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: 



Name and Rank of Submitting Officer: 



To he completed by Submitter 

Description of Items Submitted 


Police Reference No.: 





To be completed by Lab Personnel 

Gross Weight Lab Number 
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Date Analyzed; 

ice Dept. 

S ANDERSON 
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-,1. b 
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No. 

City: Weymouth Police Dept. 


Date Analyzed: \o~ y°v,--- lO 


Cfticer: Detective TH OMAS ANDERSON 
Def: I 
Amount: 

No. Cont: Cont: pb 



Subst: VM 


Date Rec'd: 10/04/2010 
Gross Wt: 29.60 


No, Analyzed: 
Net Weight: 


Prelim: 


Findings: 


# Tests: §> 
rt\(yvatS> 




\T\ 




<§> 





No. 

City: Weymouth Police Dept. 
Officer: Detective THOMAS A 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec’d: 10/04/2010 
Gross Wt.: 6.60 


Date Analyzed: 1 1 


SON 



Subst: SUB 


No. Analyzed: 

Net Weight:0.0 S, 
# Tests: 


Prelim: Coccx.v\g_ 


Findings: 




Fo/k_OIG_PRR_032 848 


•5 
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DRUG POWDER ANALYSIS FORM 


SAMPLE AGENCY IjlWc^c^vA ANALYST 

No. of samples tested:_ Evidence Wt _ , ^ 


PHYSICAL DESCRIPTION: 

2. 1 'o\o<_e voyj\c^ A-c^VoVe^ 
va \ ^>\s> 



Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg.Wt:_ 

Net Wt: q ,\^S 


W\,*\\31S02 

OSttu.4 Ki\ O'WO i \ \SH ^3^.^ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrystalline Tests 
Gold 

Chloride_ 

TLTAJ_ \ _ 

OTHER TESTS 

C^UAq a\..ad...ex_ jv±. 


PRELIMINARY TEST RESULTS 

RESULTS_ p.XAt ud og£ 

DATE W\S--\ O 


GC/MS CONFIRMATORY TEST 
RESULTS 

. . m t i . . 

MS 

OPERATOR 

DATE \\-ia-\Q 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCt 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Gualitesf Pharmaceuticals 

i 

Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705» Oxycodone Alone or In Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 

• 

Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. Ail rights reserved. 


http://ww.thomsonhc.com/hcs/librarian/PFDefaultActionId/nf.PrintR eariv 

S/14/7H1 1 
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o 


DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No, of samples tested: 


AGENCY ±42 — ANALYST- 

Evidence Wt 


PHYSICAL DESCRIPTION: 

2> rOvAcV 



Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: n.aaoi 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

CAl/VO rc> o cL. ex 


PRELIMINARY TEST RESULTS 
RESULTS qxiat ocAoO(? 
OATE \V- \S-"VO 


GC/MS CONFIRMATORY TEST 
RESULTS 

I .. >i ■■ 

MS 

OPERATOR Kfic _ 

DATE U-2-2,-\ a 


Revised 7/2005 


Folk OIG PRR 032852 







MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 

Lactose (Monohydrate) 

Cellulose, Mlcrocrystalline 

Silicon Dioxide 

Sodium Starch Glycolate 

Stearic Acid 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 100; 10X10 


Contact: 

Actavis Totowa 


Product ID; 

6527175 


AAPCC Code; 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Add) 

Registry Numbers; 

NDC 52152-0215-02 

NDC 52152-0215-11 


Notes 



Notes: 

Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 


Physical Description 



Imprint; 

A; 215 


Form; 

Oral Tablet 


Color: 

Blue 


Shape; 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


httn:/M ,r w\v.thornsonlic cam 

/hrc/l thr^rtsn/PPPi^ronlf A A /-*->. c T)-:****r> • 
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DRUG POWDER ANALYSIS FORM 


SAMPLE * 

No. of samples tested: 


|AGENCY 


ANALYST 

Evidence Wt 




PHYSICAL DESCRIPTION: 

S V>Vt-v.€s 05vw\c\ -yc\>©\e.-<r 
N'N v 




Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:___ 

Net Wt: Q , 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mfcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTA£_J_ 

OTHER TESTS 

CT\LAocn or^c { ~^S) 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE t, y- v &--NO 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR \CPsC _ 

DATE_\V- Z VO 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Regulatory-Status: 

Schedule 1! 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Cellulose, Microcrystalline 

Sodium Starch Glycolate 

Starch, Corn 

Lactose 

Stearic Acid 

FD&C Blue No. 2 


Availability & Manufacturing 


Availability: 

United States 


Available-Container-Size: 

Bottle of 100 


Contact: 

Covidien Mallinckrodt 


Product ID: 

6594281 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination {Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Number: 

NDC 0406-8530-01 


Physical Description 



Imprints: 

M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: 

M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters* All rights reserved. 


hfftv/Axmmr 

I* * ■ * ▼ ~~ * — 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY VaOGx attv cu * isia ANALYST_ 

Evidence Wt 


PHYSICAL DESCRIPTION: 

3- b\u„< 2 _ COUAC'v. \caW» te-+ 

V"\ \ 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: Q . 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


Micro crystalline Tests 
Gold 

Chloride_ 

tltaj_j_ 

OTHER TESTS 


cL&slC Ql±J=JZ1) 


PRELIMINARY TEST RESULTS 

results on e, 

DATE Lv-tMQ 


GC/MS CONFIRMATORY TEST 
RESULTS >Cw- r\ r( t~> n /g 

MS 

OPERATOR \cCy<l 

DATE U-jZ-tD 


Revised 7/2005 


Folk OIG PRR 032856 







MICROMEDEX® Healthcare Series : POISINDEX® Document 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetyisalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters, All rights reserved. 


httn^/www.thomsnnhc.cnm/Iins/lihrarian/PFnpftiult Ar.HnnTH/nf PnntP#>aH\/ 

</i/i/om i 
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o 


DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 

'OO'J^cV V -e-V 

V\ \ I ?* 9 



Gross Wt { ): _ 

Gross Wt 1 ):_ 

Pkg. Wt:_ 

Net Wt: Q. 3oo^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 



Mlcrocrvstalline Tests 

Gold 

Chloride_ 

TLTAJ_ \ _ 

OTHER TESTS 

fY\Q\c>rc\ aLfl^c 


PRELIMINARY TEST RESULTS 
RESULTS to ^ca, ^ cK oo /? 
DATE \ y- \ g - \ Q 


GC/MS CONFIRMATORY TEST 

RESULTS_q /-a^ oc\ 

MS 

OPERATOR_ ^CVC. 

DATE \\- 11-\D 


Revised 7/2005 


Folk OIG PRR 032858 








MiCROMEDEX® Healthcare Series : POISINDEX® Document 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Container- 10X10 

Sizes: 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 
Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved, 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY_ 


ANALYST (V3><? 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

"5 \>Vuu<2. OO <C\c\ A-CvNaW-f 

\ 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: Q . 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MlcrocrvstalUne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

CfV&ossssLiLaC _^ S <£) 


PRELIMINARY TEST RESULTS 


RESULTS qM( ocAO<-V? 
DATE \ V- v & Q 


GC/MS CONFIRMATORY TEST 

RESULTS q xa c ocl g 

***. 

MS 

OPERATOR V3AC _ 

DATE \ \~ H~\Q 

Revised 7/2005 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 

Registry Number: NDC 0406-8530-01 
Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
Imprinted on the reverse side, 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



GENCY 


No. of samples tested: 


LQc.<^or\ pv-i-V'n ANALYST 
Evidence Wt 


2L 


PHYSICAL DESCRIPTION: 

\ 'o\.c ot -VCA.'O Ve-Hr 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:___ 

Net Wt: 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


MicrocrvstalHne Tests 

Gold 

Chloride_ 

TLTA ( ) 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS OAu 


GC/MS CONFIRMATORY TEST 
RESULTS OXHeodoH 
MS 

OPERATOR VCfie _ 

DATE \ \- VT- y D 


Revised 7/2005 


Folk OIG PRR 032862 
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POiSINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Com 
Lactose 
Stearic Acid 
FD&C Blue No, 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above Ihe score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 
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c? 


DRUG POWDER ANALYSIS FORM 

AGENCY ANALYST tVS.s> 

No. of samples tested:_ Evidence Wt _ 


SAMPLE H 


PHYSICAL DESCRIPTION: 

'©VcaA. CO nJ'A. C\ -VCOoVjUr- 
V 'N v. 




Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O . \°\gQ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalllne Tests 

Gold 

Chloride_ 

TLTAJ_ l _ 

OTHER TESTS 

iLdmill cr\K q ^ oc . _ Q 


PRELIMINARY TEST RESULTS 
RESULTS r?rL O’-y 

DATE U- V S - IQ 


GC/MS CONFIRMATORY TEST 

RESULTS_ £>Xv*C ct -Con^ 

MS 

OPERATOR ^C. _ 

DATE U-2.1- \Q 


Revised 7/2005 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCi 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose {Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Poytdom 

Sodium Starch Glycolate 

Stearic Add 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

Unitecf States 


Available-Container- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 

1 

Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: 


AGENCY Lx32_mcc\ ANALYST O 

Evidence WL 


PHYSICAL DESCRIPTION: 

W VaVcuL eo\f\ci "VC-Ow vc-v- 

U v 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:______ 

Net Wt: Q , S °vSQ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalltne Tests 

Gold 

Chloride_ 

TLTA_(_J_ 

OTHER TESTS 


_ ft -V 


PRELIMINARY TEST RESULTS 
RESULTS Ox^t.orCm(2 
DATE U-yfr-tO 


GC/MS CONFIRMATORY TEST 

RESULTS_ cl 

MS 

OPERATOR \CCnC. _ 

DATE_ \ 


Revised 7/2005 
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POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Macrocrystalline 
Povidone 

Sodium Starch Glycolate 
Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 

Availability & Manufacturing 

Availability: United States 

Available-Container- Bott(e of 500; Bottie of 100; Bott | e of 10; Bo({je of 1000 


Contact: Qualitest Pharmaceuticals 
UPC 06034-99228 
Product ID: 7093498 


Manufacturer Product 
Codes: 


AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyiic Acid) 

Registry Numbers: NDC 00603-4992-28 
NDC 00603-4992-21 

Physical Description 

Imprints: 4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


( 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY U3<L«-^c\ n ocVS 


ANALYST 




No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

X V»V.U4L <v£X\ ck -VCOoVC-t- 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O , XSSQ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate { ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstaHine Tests 

Gold 

Chloride_ 

TLTAj[_ l _ 

OTHER TESTS 

POw.c^QnAcuac. 


PRELIMINARY TEST RESULTS 

RESULTS ^ y.v^ f 
DATE _ \ 


GC/MS CONFIRMATORY TEST 

RESULTS_OjCu-^rLf->o g 

MS 

OPERATOR \ccv 

DATE UiU^jQ 


Revised 7/2005 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avallabie-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 

Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Aeetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 
Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY 




ANALYST 




No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

2. t-4ac-\ck 

VT \ <?\> 



Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt; O , Lpm 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlerocrvstalllne Tests 
Gold 

Chloride_ 

_ 

OTHER TESTS 

m v\onrvcU3/>c _ft ±: 


PRELIMINARY TEST RESULTS 

RESULTS_ 

DATE V \-v S-MO 


GC/MS CONFIRMATORY TEST 

RESULTS, .. 

MS 

OPERATOR \<^<£ 

DATE *V- 


Revised 7/2005 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Container- Bo{ „ e of m 10X10 
Sizes: 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

■© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE it 



No. of samples tested: 


AGENCY ANALYST Q 

Evidence Wt 


PHYSICAL DESCRIPTION: 

\ COSXC. —vCa>oY<2'V- 



Gross Wt { ):_ 

Gross Wt { ):_ 

Pkg. Wt:___ 

Net Wt; Q - O <V\ \ 


PRELIMINARY TESTS 
Soot Tests 


Mlcrocrvstallfne Tests 


Cobalt 

Thiocyanate j[_ \ 


Gold 

Chloride 


Marquis 

Froehde's 

Mecke's 


TLTAj_J_ 

OTHER TESTS 




PRELIMINARY TEST RESULTS 

RESULTS_ p ev O'vi 

DATE_ \\- \fr-\ o 


GC/MS CONFIRMATORY TEST 

RESULTS_orl iX^Q 

MS 

OPERATOR V^Ac _ 

DATE n-lV^Q 


Revised 7/2005 


Folk OIG PRR 032872 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalllne 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 
Size s: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on (he reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


a- 


SAMPLE # 


AGENCY 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

\ N o\V-A^G. (\3 •\CvissV^.-V. 

\ 'T V 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O ■ o 3 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MicrocrvstaHlne Tests 

Gold 

Chloride_ 

TLTAJ_ l _ 

OTHER TESTS 

(AAor<\drV>c-_£* ±. . MSI 


PRELIMINARY TEST RESULTS 
RESULTS QX-y f a 

DATE n-\g~tO 


GC/MS CONFIRMATORY TEST 

RESULTS-Ox^\r 

MS 

OPERATOR \Cc\C _ 

DATE 1 u- \ o 


Revised 7/2005 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule 11 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride ~ 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Macrocrystalline 

Povidone 

Sodium Starch Giycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Gualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicyllc Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY to e-t-ACv, Q 


ANALYST cys^Q 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

•L. VjVu®. -VexV» V €. V> 

VA \ 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt: _ 

Net Wt: (2 .XL^Q 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


Mlcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTAj_)_ 

OTHER TESTS 

£A/>onrvC.Urgc_^ 


PRELIMINARY TEST RESULTS 
RESULTS pXy , jcLoo <» 
DATE \ V- \ -\ O 


GC/MS CONFIRMATORY TEST 
RESULTS Q r > c t ‘Qn ^ 
MS 

OPERATOR 

DATE \ V- 2--l-\Q 


Revised 7/2005 


Folk OIG PRR 032876 









MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POiSiNDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalllne 
Sodium Starch Glycolate 
Starch, Corn 
lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Sizo: Bottle of 100 

Contact: Covidien Maliinckrodf 

Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 
Physical Description 

imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters, All rights reserved. 
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r * / r> 







Evidence Wt 


Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: Q . 1 qq 8 




Revised 7/2005 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule 11 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Add 

Availability & Manufacturing 

Availability: United States 
Available-Container- Bottie Qf 10Q . 10X10 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaiicylic Acid) 

Registry Numbers: NDC 52152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa ILC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY U3qutx\ ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 

(o V>Vv-ua £-4aAcN t- 

V'A v ^'O 

© o 


Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: n , S 


PRELIMINARY TESTS 
Spot Tests 


Mlcrocrvstalllne Tests 


Cobalt 

Thiocyanate J_ \ 

Marquis_ 

Froehde's_ 

Mecke's 


Gold 

Chloride_ 

TLTAJ_ \ _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS Q /oul o C-LaOi? 
DATE \ v- v g- 10 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR vcPsC. _ 

DATE \ 12.~\Q 


Revised 7/2005 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 

Lactose (Monohydrate) 

Cellulose, Microcrystalline 

Silicon Dioxide 

Sodium Starch Giycotate 

Stearic Acid 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 100; 10X10 


Contact: 

Actavis Totowa 


Product ID: 

6527175 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsaiicyiic Acid) 

Registry Numbers: 

NDC 52152-0215-02 

NDC 52152-0215-11 


Notes 



Notes: 

Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 


Physical Description 



Imprint: 

A; 215 


Form: 

Oral Tablet 


Color: 

Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY 


ANALYST 




No. of samples tested: 


Evidence Wi 


PHYSICAL DESCRIPTION: 

A-t. 'of>^xc\cA -WH^VsL-t- 



GrossWt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: Q . 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalline Tests 

Gold 

Chloride_ 

TLTAj_ } _ 

OTHER TESTS 




PRELIMINARY TEST RESULTS 
RESULTS Q)^ t 

DATE \ O 


GC/MS CONFIRMATORY TEST 
RESULTS . 

MS 

OPERATOR V^C _ 

DATE \ a-z.-' O_ 


Revised 7/2005 
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POJSINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HC! 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes; 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product fD: 

7093498 


AAPCC Code: 

037705 - Oxycodone Aione or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00803-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved, 




Folk_OIG_PRR_032883 



DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY u3(^ct\ ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 

<£- n ©\v-*JL. KSl<NCS 

\ f\ N 



Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: 0-1*U \ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


MfcrocrvstaHIne Tests 

Gold 

Chloride_ 

TLTAjLJ_ 

OTHER TESTS 

rv\ ^ V^) 


PRELIMINARY TEST RESULTS 
RESULTS 

DA TE \ y- j. 8- -i O 


GC/MS CONFIRMATORY TEST 

RESULTS_ Q^tocLcvig 

MS 

OPERATOR__ 

DATE U-1X-IQ 


Revised 7/2005 


Folk OIG PRR 032884 









MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POiSINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule I! 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Biue No, 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Mlcrocrystailine 
Silicon Dioxide 
Sodium Starch Giycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 
Avail able-Container- ^ of 1Q0; 10X10 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006, 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

©1974- 2011 Thomson Reuters, All rights reserved. 


Folk OIG PRR 032885 



DRUG POWDER ANALYSIS FORM 


SAMPLE <f 



AGENCY LQo 


ANALYST 9s^9 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt { ): 

V VAlajL *V c O«* v «-V 

Gross Wt ( ): 



Pkg. Wt: 

©> 

<5S> 

Net Wt: O . 0^°^? 

PRELIMINARY TESTS 

Soot Tests 


Mlcrocrvstalline Tests 

Cobalt 

Thiocyanate ( ) 


Gold 

Chloride 

Marquts 


TLTA ( ) 

Froehde's 


OTHER TESTS 

Mecke's 






PRELIMINARY TEST RESULTS 
RESULTS iLu.<orA.o^ 
DATE u- 


GC/MS CONFIRMATORY TEST 

RESULTS- fLdn 

MS 

OPERATOR \CCAC _ 

DATE W-rt-xa 


Revised 7/2005 


Folk OIG PRR 032886 








MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule 1! 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FO&C Blue No, 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


httn ' / htnxnxt tRnTYIcnrtTr"' /-nm /hr-c/1 iKt-ovi on /PT-TAA-fonlt A i rmT/t /r\f* Pririf’O > 

< /i a mi i 

Folk_OIG_PRR_032887 




PHYSICAL DESCRIPTION: 


\ *0 V CA “V-C-c'ta Lfi- -V- 

vA \ 


Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 


Net Wt 



PRELIMINARY TESTS 


Cobalt 


Gold 

Chloride 



PRELIMINARY TEST RESULTS 


RESULTS 


RESULTS o; 


DATE 


MS 

OPERATOR 


DATE 


\ 


Revised 7/2005 


Folk OIG PRR 032888 
















MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyiic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


Folk_OIG PRR 032889 



DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY 




No. of samples tested: 


ANALYST Ps $> o 


Evidence Wt 


PHYSICAL DESCRIPTION: 

Cl fcA tvOCACV 



Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: Q-So^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocivstalllne Tests 
Gold 

Chloride_ 

TLTAj_ l _ 

OTHER TESTS 

A^cnaU^C- _ 


PRELIMINARY TEST RESULTS 
RESULTS pX- al odo 
DATE t D 


GC/MS CONFIRMATORY TEST 

RESULTS Q A\^( o cl o ^ 

MS 

OPERATOR (c-p^ _ 

DATE 


Revised 7/2005 


Folk OIG PRR 032890 









MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 


Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycoiate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avaitable-Contalner-SIze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed m a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefault Aetionld/pfJPriiitReady 5/14/2011 

Folk OIG PRR 032891 



RESULTS 


RESULTS 



Revised 7/2005 

Folk OIG PRR 032892 








MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystaliine 
Silicon Dioxide 
Sodium Starch Glyeolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 
Available-Container- B(jU|e Qf m . 10X10 

Contact: Actavis Totowa 

Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www.thonisonhc.com/hcs/librarian/PFDefaultActionld/pf.PrintReady 5/14/2011 

Folk OIG PRR 032893 



DRUG POWDER ANALYSIS FORM 


SAMPLE U WKKKNM 
No. of samples tested: 


AGENCY ANALYST ^ 

Evidence Wt 


PHYSICAL DESCRIPTION: 

Q_ \jVctA t'J&uS'x.ci w-*- 



Gross Wt { ):_ 

Gross Wt { ):_ 

Pkg.Wt:_ 

Net Wt: Ci ♦ v A * ^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MtcrocrvstalHne Tests 

Gold 

Chloride_ 

TLTAj;_)_ 

OTHER TESTS 


o s xu2 Q-' Jr D 


PRELIMINARY TEST RESULTS 

RESULTS_ Q^-ac 

DATE \\- vg-~ > O 


GC/MS CONFIRMATORY TEST 
RESULTS Oa^( 

MS 

OPERATOR \c.s\S _ 

DATE M-aiMQ 


Revised 7/2005 


Folk OIG PRR 032894 








MICROMEDEX® Healthcare Series : POISINDBX® Document 

Page 1 of 1 


POSSINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No, 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Con iainer- 
Sfzes; 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Aceiyisalicyiic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side, 

V 

Form: 

Orai Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters . All rights reserved. 


hffrv/Avtxm/ ftinrncrmloA ^nm/Kec /I A 

<r/i a nnt i 

Folk_OIG_PRR_032895 



DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 


ANALYST 


<rV^ g> 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

v V-€L C'&.cxcs 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: CD . \ Va'-V-) 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( - ) ~ 
Marquis YAcvCac 
F roehde's \Acvcvc 
Mecke's 


Mlcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

^\\W £ - _ 

g-<- _ 


PRELIMINARY TEST RESULTS 
RESULTS ra 

DATE YV- \ ~ Q 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR \cc\c _ 

DATE \ Vll-iD 


Revised 7/2005 


Folk OIG PRR 032896 









DRUG POWDER ANALYSIS FORM 


SAMPLE# .HU 
No. of samples tested: 

PHYSICAL DESCRIPTION: Gross Wt ( ):_ 

S *v^u. j r Gross Wt ( )._ 

V\ v Pkg. Wt:__ 

Net Wt: I - ^-v a- 2- 

© 

V\ au-o^ "t> Vo<^o 




Evidence WL 




Revised 7/2005 

Folk_OIG_PRR_032897 






DRUG POWDER ANALYSIS FORM 


SAMPLE M 



No. of samples tested: 


PHYSICAL DESCRIPTION: 

VO v\ cV 

V\ v 





Froehde's ’Vo\& v c.vC_ 


Mecke's 



PRELIMINARY TEST RESULTS 




MS 

OPERATOR 

DATE \ Y-'X.T- — \ O 


Revised 7/2005 

Folk_OIG_PRR_032898 









DRUG POWDER ANALYSIS FORM 


AGENCY ANALYST Cs ^ 

Evidence Wt _ 

PHYSICAL DESCRIPTION: Gross Wt { ):_ 

"LO Gross Wt ( ):_ 

Y\vfb Pkg.Wt:_ 

Net Wt: G > PS n*\ 


SAMPLE # 

No. of samples tested: 



PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ! -) ~ 
Marquis 'toVCycvC 
Froehde's bkcviil 
Mecke's Oy.p 6 


MlcrocrvstalUne Tests 

Gold 

Chloride_ 

TLTAJ_J_ 

Q IHE R TESTS , 
^\\W- - _ 


PRELIMINARY TEST RESULTS 
RESULTS C-CN O cry (X 
DATE 1 y- ? 8-10 


GC/MS CONFIRMATORY TEST 
RESULTS momcx 
MS 

OPERATOR icfic _ 

DATE II- 2 \ O 


Revised 7/2005 


Folk OIG PRR 032899 







PRELIMINARY TEST RESULTS 




DATE 


Revised 7/2005 

Folk OIG PRR 032900 









a> 


DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY ixvv. 


ANALYST 


g> 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt ( ): 2 "2>o . °i 



Gross Wt ( ): 

^ cuve 

v~X v. 

Pkfl. Wt; 



Net Wt: X \ ~)- G 

C^ , X\ -v V\Cv\ cN 


eSKnn^Voe %*<’ 

VACvS.VxsV^ . 



PRELIMINARY TESTS 


Soot Tests 

Mlcrocrvstalline Tests 

Cobalt 

Gold 

Thiocyanate/ -) — 

Chloride 


Marquis _ TLTAj_ \ 


Froehde's 

-«** 

OTHER TESTS 

Mecke's 

- 

CA kA 0 (Pi 



tXOACAog)_ 



G-c S3 > 2<S°/ 0 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS Hc^Vv'v^Vx C^ TV-Y^ RESULTS /\ 


DATE \\-\*'\0 MS 

OPERATOR \C-fiC _ 

Gi'JULrvV -> > '±-'5°b DATE \V-ax~NQ 

•\o N>c- 

Ccv\VecS NAAsVy\iS 

Revised 7/2005 


Folk OIG PRR 032901 














DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY t a 3 o i^cVs ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 

\A \ 


Gross Wt ( ): 2 . o~\ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: C?. O 3 * M 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( y) 
Marquis — 
Froehde's ^ 
Mecke's _ 


Mfcrocrvstalllne Tests 

Gold 

Chloride -V s _ 

TLTA ( -v-) ~V 
OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS L 

DATE \V-\fr-\Q 


GC/MS CONFIRMATORY TEST 
RESULTS doc Cj^jz 
MS 

OPERATOR ^ CO)C - 

DATE U-2X-JQ 


Revised 7/2005 


Folk OIG PRR 032902 












Wavelength Scan - Scanning 


Print Date: November 22, 2010 8:38 AM 


Instrument Name 
Serial Number 
Software Version 
Method Name 
Filename 
Acquired 


DO 800 Spectrophotometer 
8003263 

3.0, Build 5 2.0.102 
Sample 

November 22, 2010 8:21 AM 


Scan Mode 
Start Wavelength 
End Wavelength 
Wavelength Interval 
Scan Speed 


ftbs 

220.0 nm 
500.0 nm 
0.1 nm 
120 rim/rain 


# Sample Name 

1 Sample 1-1 


Description 

Blank 




o 


Scan Graph 



DU 800 System and Applications Software 


Page: 1 


Folk_OIG_PRR_032903 






































Wavelength Scan - Peak/Valley Picker Mode 


Print Date: November 22, 2010 8:42 AM 


Instrument Name 
Serial Number 
Software Version 
Method Name 
Filename 
Acquired 


DU SCO Spectrophotometer 
8003263 

3.0, Build 5 2.0.102 
Sample 

November 22, 2010 8:21 AM 


Scan Mode 
Start Wavelength 
End Wavelength 
Wavelength Interval 
Scan Speed 


Abs 

220.0 nm 
SOO.O run 
0.1 nm 
120 nm/min 


Peaks 

Valleys 

Number Of Peaks 
Sort Criteria 


# Sample Name 

1 Sample 2-1 


: Yes 
: No 

: 3 

: Wavelength, Descending 




Results (Peaks) 

nm Abs 

1 263.0 1.0944 

2 257.4 1.4494 

3 251.8 1,1814 



250 300 350 400 450 500 

Wavelength in nm 


OU 800 System and Applications Software Page: 1 

Folk OIG PRR_032904 
































Sequence; C:\CHEM32\1\SEQUENCE\DEFAULT.S 


Sequence Table (Front Injector); 

Method and Injection Info Part: 

Line Location SampleName Method Inj SampleType InjVolume 

DataFile LimsID 


1 

Vial 

1 

2 

Vial 

2 

3 

Vial 

3 

4 

Vial 

4 

5 

Vial 

5 

6 

Vial 

6 

7 

Vial 

7 

B 

Vial 

B 

9 

Vial 

9 

10 

Vial 

10 

11 

Vial 

11 


BLANK 
MDMA STD 
BLANK 



BLANK 


DRUGS 

DRUGS 

DRUGS 

DRUGS 

DRUGS 

DRUGS 

DRUGS 

DRUGS 

DRUGS 

DRUGS 

DRUGS 


Sequence Table (Back Injector): 


No entries - empty table! 


1 Sample 

1 Sample 

1 Sample 

1 Sample 1 

1 Sample 1 

1 Sample 1 

l Sample 1 

1 Sample 1 

1 Sample 1 

1 Sample 1 

1 Sample 1 


^ .CO 


\V 




DrugLab GC #2 11/22/2010 8:44:15 AM ASD 


Page 1 of 1 

Folk OIG PRR 032905 




Data File C:\CHEM32\l\DATA\SXG1000001.B 
Sample Name; BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD Seq. Line 

DrugLab GC #2 Location 

11/22/2010 8:45:23 AM Inj 

Inj Volume 

C:\CHEM3 2\1\SEQDENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\DRUGS.M 
7/28/2010 1:58:35 PM 


1 

Vial 1 
1 

1 Hi 



Area Percent Report 


Sorted By 

: Retention Time 



Multiplier: 

Dilution: 

Sample Amount; 


1.0000 

1.0000 

1.00000 

[ng/ul] 

{not used in calc.) 

Do not use Multiplier 

Sc Dilution 

Factor with 

ISTDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type 

Area 

Height 

Area 


# [min] 

[pA* s] 

[pA3 

% 


1 0.951 1 BB S 

5,62372e4 

6.79173e4 1 

. O0Oe2 


Totals ; 

5.62372e4 

6.79173e4 




*** End of Report *** 


DrugLab GC #2 11/22/2010 8:55:23 AM ASD 


Page 1 of 1 

Folk OIG PRR 032906 












Data Pile C:\CHEM32\1\DATA\SIG1000002 *D 
Sample Name: MDMA STD 


Aeq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD Seq. Line : 2 

DrugLab GC #2 Location ; Vial 2 

11/22/2010 8:58:44 AM Inj ; 1 

Inj Volume : 1 pi 

C:\CHEM32\l\SEQUENCE\DEFAULT.S 
C:\CHEM3 2\1\METHODS\DRUGS.M 
7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By 

: Retention Time 


Multiplier: 

; 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier 

Sc Dilution Factor with 

ISTDs 


(not used in calc.) 


Signal 1: FXD1 A, 


Peak RetTime Sig Type Area Height 

# [min} [pA*s] [pA] 


1 0.951 1 BE S 5.6718404 6,63711e4 

2 1.672 1 BB 231 * 50354 291,06363 


Area 

% 


99.59350 

0.40650 


Totals : 


5,6949904 6.6662104 


*** End of Report *** 


DrugLab GC #2 11/22/2010 9:08:44 AM ASD 


Page 1 of 1 

Folk OIG PRR 032907 

























Data File C:\CHBM32\l\DATA\SIG1000003.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD Seq. Line : 3 

DrugLab GC #2 Location : Vial 

11/22/2010 9:12:09 AM Inj : 1 

Inj Volume : 1 p 1 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\1\METHODS\DRUGS *M 
7/28/2010 1:58:35 PM 


3 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1,0000 

Dilution: . : 1,0000 

Sample Amount: : 1,00000 [ng/ul] (not used in calc,) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0,951 1 BB S 5.27190e4 6.67195e4 1.000e2 

Totals : 5,27190e4 6.67195e4 


*** End of Report *** 


DrugLab GC #2 11/22/2010 9:22:09 AM ASD 


Page 1 of 1 


Folk OIG PRR 032908 


















Data File C;\ CHBM32\l\D ATA\SIG10000Q4«D 
Sample Name: 

Acq. Operator : ASD Seq. Line : 4 

Acq. Instrument : DrugLab GC #2 Location : Vial 4 

Injection Date : 11/22/2010 9:25:28 AM Inj : 1 

Inj Volume : 1 fil 

Sequence File : C:\CHEM32\X\SEQUENCE\DEFAULT.S 
Method : C:\CHEM32\1\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0.954 1 BB S 7.40762e4 1.09392e5 99.65577 

2 1,665 1 BB 255.87123 404.43912 0,34423 

Totals : 7,43 321e4 1.09797e5 


*** End of Report *** 


DrugLab GC #2 11/22/2010 9:35:28 AM ASD Page 1 of 1 


Folk OIG PRR 032909 





















Data Pile C:\CHEM32\l\DATA\SIG1000005.D 
Sample Name: BLANK 

Acq. Operator ? ASD Seq. Line : 5 

Acq. Instrument : DrugLab GC #2 Location : Vial 5 

Injection Date : 11/22/2010 9:38:51 AM Inj : 1 

Inj Volume : 1 pi 

Sequence Pile : C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By 

: Retention Time 



Multiplier: 

Dilution: 

Sample Amount: 

: 

1.0000 

1.0000 

1.00000 

[ng/ul] 

(not used in calc.) 

Do not use Multiplier 

& Dilution 

Factor with 

ISTDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type 

Area 

Height 

Area 


# [min] 

_1_| _ _i_1 

[pA*s] 

[pA] 

% 

_j 


-| | - | | 

1 0.951 1 BB S 

S . 50441e4 

1 1 
6.52658e4 1 

1 

»000e2 


Totals : 

5.50441e4 

6.52658e4 




*** End of Report *** 

| 


Page 1 of 1 

Folk_OIG_PRR_032910 


DrugLab GC #2 11/22/2010 9:48:51 AM ASD 





























Data Pile C:\CHEM32\l\DATA\SIG1000D06.D 
Sample Name: 


Acq. Operator : ASD Seq. Line : 6 

Acq. Instrument : DrugLab GC #2 Location : Vial 6 

Injection Date : 11/22/2010 9:52:20 AM Inj : 1 

Inj Volume : 1 fil 

Sequence Pile : C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A t 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0.954 1 BB S 7.37339e4 1.11959e5 99.87937 

2 1.666 1 BB 89.05308 130.52808 0.12063 

Totals : 7.38230e4 1.12090e5 


*** End of Report *** 
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Data File C:\CHEM32\l\DATA\SIG1000007.D 
Sample Name: BLANK 

Acq. Operator : ASD Seq. Line : 7 

Acq. Instrument : DrugLab GC #2 Location : Vial 7 

Injection Date : 11/22/2010 10:05:45 AM Inj : 1 

Inj Volume : 1 ji 1 

Sequence File : C:\CHEM32\1\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By 

: Retention Time 



Multiplier: 

Dilution r 

Sample Amount: 

; 

1,0000 

1.0000 

1.00000 

[ng/ul] 

(not used in calc.) 

Do not use Multiplier 

& Dilution 

Factor with 

I STDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type 

Area 

Height 

Area 


# [min] 

[pA*s] 

CpA] 

% 


| -I ” 1 I 

1 0,952 1 BB S 

5.4G593e4 

6.58333e4 1 

_ 

1 

.000e2 


Totals : 

5,40593e4 

6.58333e4 




*** End of Report *** 


DrugLab GC #2 11/22/2010 10:15:45 AM ASD 
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Data Pile C: \CHEM32\1\D ATA\SIG100Q008.D 
Sample Name: 


Acq. Operator : ASD 

Acq. Instrument ; DrugLab GC #2 

Injection Date : 11/22/2010 10:19:09 AM 


Seq, Line : 8 

Location ; Vial 8 
Inj : 1 

Inj Volume : 1 fil 


Sequence File 

Method 

Last changed 


C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\DRUGS.M 
. 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A, • 

Peak RetTime Sig Type Area Height Area 

Jf [min] [pA*s] [pA] % 


1 0.955 1 BB S 7.43169e4 1.14312e5 99,66677 

2 1.666 1 BB 248.47212 381.99130 0.33323 

Totals : 7 *45654e4 1.14694e5 


*** End of Report *** 


DrugLab GC #2 11/22/2010 10:29:09 AM ASD 
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Data File C:\CHEM32\1\DATA\SIG1G00009.D 
Sample Name: BLANK 


Acq. Operator : ASD Seq. Line : 9 

Acq. Instrument : DrugLab GO #2 Location : Vial 9 

Injection Date : 11/22/2010 10:32:33 AM Inj : 1 

Inj Volume : 1^1 

Sequence File : C;\CHEM32\l\SEQUENCB\DEFAULT.S 
Method : C:\CHEM3 2\1\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 


PA 


FID1 A, (SIG1000009.D) 

$ 


450- 
400 / 
350/ 
300 
250/ 
200 / 
150/ 

100 f 


50-1 



0 +- 

0 


T 

2 


T". 1 -- r - T - T 

6 8 


min 


Area Percent Report 


Sorted By 

: Retention Time 



Multiplier; 

Dilution: 

Sample Amount: 

: 

1.0000 

1.0000 

1.00000 

[ng/ul] 

{not used in calc 

Do not use Multiplier 

Sc Dilution 

Factor with 

ISTDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type 

Area 

Height 

Area 


# [min] 

_l__ 1_i _ | 

[pA*s] 

tpA] 

i__ _ | 

% 

^ 1 


f 1 1 1 

1 0.952 1 BB S 

1 1 

5.26679e4 

[ 1 
6.70596C4 1 

| 

.000e2 


Totals : 

5.26679e4 

6.70596e4 




*** End of Report *** 
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Data File C:\CHEM32\l\DATA\SIG100Q010.D 


Sample Marne: 



Acq. Operator : ASD Seq. Line : 10 

Acq, Instrument : DrugLab GC #2 Location : Vial 10 

injection Date : 11/22/2010 10:45:57 AM Inj : 1 

Inj Volume : 1 /i 1 

Sequence File : C:\CHEM32\l\SEQUEMCE\DEFAULT.S 

Method : Cs\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier a Dilution Factor with ISTDs 

Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0.954 1 BB S 7,37417e4 1.13489e5 99.75528 

2 1.666 1 BB 180.90308 276.41074 0.24472 

Totals : 7.39226e4 1.13765e5 


*** End of Report *** 
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Data File C:\CHEM32\1\DATA\SIG1000011.D 
Sample Name: BLANK 

Acq. Operator : ASD Seq. Line : 11 

Acq. Instrument : DrugLab GC #2 Location : Vial 11 

Injection Date : 11/22/2010 10:59:32 AM Inj : 1 

Inj Volume : 1 pi 

Sequence File ; C:\CHEM32\1\SBQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



I 


Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: F1D1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] CpA*s] [pA] % 


1 0.951 1 BB S 5.10030e4 6.45783e4 1.000e2 

Totals : 5.10030e4 6.45783e4 


*** End of Report *** 
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Sequence: C: \CHEM32\1\SEQUENCE\WEEKLYQC.S 


Sequence Table (Front Injector): 
Method and Injection Info Part; 




Location 

SampleName 

DataPile LimsID 

Method 

Inj 

SampleType 

InjVolume 

Vial 1 

BLANK 

THCQUANT 

1 

Sample 

1 

Vial 2 

1*0 THC STD 

THCQUANT 

1 

Sample 

1 

Vial 3 

BLANK 

THCQUANT 

1 

Sample 

1' 

Vial 4 


THCQUANT 

1 

Sample 

1 

Vial 5 

BLANK 

THCQUANT 

1 

Sample 

1 

Vial 6 

0,40 THC STD 

THCQUANT 

1 

Sample 

1 

Vial 7 

BLANK 

THCQUANT 

1 

Sample 

1 

Vial 8 

0,20 THC STD 

THCQUANT 

1 

Sample 

1 

Vial 9 

BLANK 

THCQUANT 

1 

Sample 

1 

Vial 10 

,20 THC STD CONTROL 

THCQUANT 

1 

Sample 

1 


Sequence Table (Back Injector); 
No entries - empty table! 


4 ,° A' 
<?* 


0 


DrugLab GC #2 5/9/2011 12:46:48 PM ASD 
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Data File C:\CHEM32\l\DATA\SIG100Q001.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line 

DrugLab GC #2 Location 

' : f H- Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\l\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


1 

Vial 1 
1 

1 fil 


FID1 A, (SIGIOOOOOI.D) 
pA ] a£ 

450 4 4 

400 j I 

350 j 

300 

250 1 

200 - 

150 i 

100 



Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : l.00000 [mg/ul] 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FID1 A, 

RetTime Type ISTD Area Amt/Area Amount Grp Name 

[min] used [pA*s] ratio [mg/ul] 


2.303 1 - - - METHADONE 

3.592 1 - THC 

Totals without ISTD(s) : 0.00000 


DrugLab GC #2 5/9/2011 10:02:21 AM ASD Page 1 of 2 


3 :19:3 7 PM 

(not used in calc.) 


Folk OIG PRR 032918 























Data Pile C:\CHEM32\1\DATA\SIG1000001.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence Pile 
Method 

Last changed 
Method Info 


ASD Seq. Line 

DrugLab GC #2 Location 

-V— • ' Inj 

Inj Volume 

C:\CHEM3 2\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


1 

Vial 1 


1 

1 ill 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By : 

Calib. Data Modified : 
Multiplier: 

Dilution: 

Sample Amount: 

Do not use Multiplier & 


Signal 

Wednesday, April 06, 2011 3:19:37 PM 
: 1.0000 

: 1.0000 

: 1.00000 [mg/ul] (not used in calc.) 

Dilution Factor with ISTDs 


Signal 1: PID1 A, 


Peak 

# 

RetTime 

[min] 

i _ i 

Type 

Width 

[min] 

Area 

[pA*s] 

Area 

% 

Name 

1 

o 

-4 

00 

BB S 

0.0192 

7.28886e4 

1.000e2 

? 

2 

2.303 

I 

0.0000 

0.00000 

0.00000 

METHADONE 

3 

3.592 

-f 

0.0000 

0.00000 

0.00000 

THC 


Totals : 7.2S886e4 

1 Warnings or Errors : 


Warning : Time reference compound(s) not found 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:02:21 AM ASD 
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Data File C:\CHEM32\1\DATA\SIG1000002.D 
Sample Name: 1*0 THC STD 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq, Line : 2 

DrugLab GC #2 Location : Vial 2 

: Inj :■ 1 

Inj Volume : 1 ptl 

C:\CHEM3 2\l\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\1\METHODS\THCQUANT * M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


1 

! 

FiDI A, (SIG1000002.D) 



pA 

0 

0 

h 


C 

; 

> 1 

450 

< 

Ui * 

z 

i 



o ; 

l 

400 


Q S 

X < 



H 


350 ; 


in 

£ 

; 1 

300 


<£> 

O 

I 


<7 




CM 


250 





200 ~ 




j j 

150 j 




i 

100 





50 

1. . __ i. 

: j 

. 1 


i 

i 

0 : 
c 




-1- j 

) 

1 2 

* * * t 1 1 

3 

4 5 6 7 min' 


Internal Standard Report 


Sorted By : Signal 

Calib, Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: ; 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

I STD ISTD Amount Name 
# [mg/ul) 


1 10.00000 METHADONE 


Signal 1: FID1 A, 


RetTime 

Type 

ISTD 

Area 

Amt/Area 

[min] 


used 

[pA*s] 

ratio 

2.306^ 

BB I 

1 ^ 

_| 

320.66113 

1.00000 

3.594 

BB 4- 

1 

636,56323 

4.80381 


Amount Grp Name 
[mg/ul] 

10.00000 METHADONE 

95.36330 THC 


Totals without ISTD(s) 


95.36330 


DrugLab GC #2 5/9/2011 10:13:09 AM ASD 
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Data File C:\CHEM32\1\DATA\SIG1000002,D 
Sample Name: 1.0 THC STD 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq. Line : 2 

DrugLab GC #2 Location : Vial 2 

- v/~ : * 1 v ' Inj : 1 

Inj Volume ; 1 /*1 
C:\CHBM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:13:09 AM ASD 


Page 
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Data Pile C:\CHEM32\l\DATA\SIG10OOOO3.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence Pile 
Method 

Last changed 
Method Info 


ASD Seq, Line 

DrugLab GC #2 Location 

•. ;->/2 V 1 Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


3 

Vial 3 
1 

1 fjtl 



m N 


Internal Standard Report 


Signal 

Wednesday, April 06, 2011 3:19:37 PM 
: 1*0000 

: 1.0000 

: 1.00000 [mg/ul] 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 


Sorted By 

Calib. Data Modified 
Multiplier: 

Dilution: 

Sample Amount: 


(not used in calc.} 


I STD 
# 


ISTD Amount 
[mg/ul] 


Name 


10.00000 


METHADONE 


Signal 1: PID1 A, 


RetTime Type ISTD Area 
[min] used [pA*s] 


2.303 1 

3.592 1 


Amt/Area Amount Grp Name 

ratio [mg/ul] 


METHADONE 

THC 


Totals without ISTD{s) 


0.00000 


DrugLab GC #2 5/9/2011 10:23:57 AM ASD 
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Data File C:\CHEM32\l\DATA\SIG1000003.D 
Sample Name; BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq. Line : 3 

DrugLab GC #2 Location : Vial 3 

'S "v•' -■ i - Inj : 1 

Inj Volume : 1 /4l 
C:\CHEM3 2 \ l\ SEQUENCE\WEEKLYQC.S 
C:\CHEM3 2 \1\METHODS\TRCQUANT *M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By : 

Calib, Data Modified : 
Multiplier: 

Dilution; 

Sample Amount; 

Do not use Multiplier & 


Signal 

Wednesday, April 06, 2011 3:19:37 PM 
; 1,0000 

: 1,0000 

: 1.00000 [mg/ul] (not used in calc,) 

Dilution Factor with ISTDe 


Signal 1: FID1 A, 

Peak RetTime Type 
# [min] 


1 0,784 BB S 

2 2,303 I 

3 3,592 + 

Totals : 


Width Area 
[min] [pA*s] 


0,0179 7,03505e4 
0.0000 0.00000 

0,0000 0.00000 

7.03505e4 


Area Name 
% 

1.000e2 ? 

0.00000 METHADONE 
0.00000 THC 


1 Warnings or Errors ; 

Warning : Time reference compound(s) not found 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:23:57 AM ASD 
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Data Pile C:\CHEM32\1\DATA\SIG1000004.D 
Sample Name: 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line 

DrugLab GC #2 Location 

, /'V,, Inj 

Inj Volume 

C:\CHEM32\1\SEQUBNCB\WEBKLYQC.S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


4 

Vial 4 


1 

1 M 1 


PA 

450 

400 

350 

300 : j 

250 

200 

150 -j 

100 j 

so/ 

0 


Fibl A, (SIG1000004.D) 

$ 

1 


. _ 


lli 

Z 

O 

a 

< 

I 


CO 

cvi 


0> 

SI 

CO 

t 


£ 

>'o> 

CTO 

I® 

l<o 




0 


mirt 


Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:3? PM 

Multiplier: : 1,0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample XSTD Information: 

ISTD XSTD Amount Name 
# [mg/ul] 


1 10,00000 METHADONE 


Signal 

1: FID1 

A, 




RetTime 

Type 

XSTD 

Area 

Amt/Area 

Amount Grp Name 

[min] 


used 

[pA*s] 

ratio 

[mg/ul] 

2.312 

BB I 

1 ^ 

315.45273 

1.00000 

10.00000 METHADONE 

3,611 

BB + 

1 

2212.00977 

4.80381 

336.85175 THC 

Totals 

without 

ISTD(s) : 

336, 

. 85175 
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Data File C:\CHEM32\l\DATA\SIG10000 04 *D 
Sample Name: HHHHHH 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq. Line : 4 

DrugLab GC #2 Location : Vial 4 

»/ ■»: ■ - Inj : 1 

Inj Volume ; 1 

C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM3 2\1\METHODS\THCQUANT,M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:34:54 AM ASD 
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Data File C:\CHEM32\l\DATA\SIG1000005.D 
Sample Name: BLANK 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq. Line : 5 

DrugLah GC #2 Location : Vial 5 

. inj : 1 

Irtj Volume : 1 fil 

C : \CHEM32\1\SEQUENC£\WEEKLYQC . S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 



Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
S ample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FID1 A, 


RetTime Type ISTD Area 
[min] used [pA*s] 


2.303 1 

3.592 1 


Amt/Area Amount Grp Name 

ratio [mg/ul] 


METHADONE 

THC 


Totals without ISTD(s) 


0.00000 


DrugLab GC #2 5/9/2011 10:45:47 AM ASD 
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Data Pile C:\CHEM32\1\DATA\SIG1G00005.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq, Line : 5 

DrugLab GC #2 Location : Vial 5 

. "• r ' Inj : 1 

Inj Volume : 1 /ii 
C:\CHEM3 2\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\l\METHODS\THCQUANT*M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By : Signal 

Calib, Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1,0000 

Dilution: ; 1,0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc,) 

Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 


Peak 

# 

RetTime 
[min] 

i i 

Type 

Width 

[min] 

Area 

[pA*s] 

Area 

% 

Name 

1 

o 

<s 

CO 

♦Cfc 1 

BB S 

0.0186’ 

6.86935e4 

1.000e2 

9 

2 

2.303 

I 

0.0000 

0.00000 

0.00000 

METHADONE 

3 

3.592 

4 

0,0000 

0.00000 

0.00000 

THC 


Totals : 6,86935e4 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:45:47 AM ASD 
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Data File C:\CHEM32\1\DATA\SIG1000006,D 
Sample Name: 0.40 THC STD 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 6 

DrugLab GC #2 Location : Vial 6 

r i Inj : 1 

Inj Volume : 1 

C:\CHBM32\l\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\l\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


pA 1 
450 A 

400- 
350- 
300 : 
250 - 
200 - 
150 - 
100 
50 

o4 

_.0 


FID1 A, (SIGIOOOOOaD) 


LV 




Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount; : 1.00000 [mg/ul] (not used in calc.} 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information; 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FID1 A, 

RetTime Type ISTD Area Amt/Area Amount Grp Name 

[min] used [pA*s] ratio [mg/ul] 


2.306 BB I 

1 317.30612 

1.00000 

10.00000 

METHADONE 

3.591 BB + 

1 284.63483 

4.80381 

43.09190 

THC 

Totals without 

ISTD{s) : 

43.09190 



DrugLab GC #2 5/9/2011 10:56:35 AM ASD 


Page 1 of 2 


Folk OIG PRR 032928 
























Data File C:\CHBM32\1\DATA\SIG1000006.D 
Sample Name: 0.40 THC STD 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 6 

DrugLab GC #2 Location : Vial 6 

; -•• Inj : 1 

Inj Volume : 1 fil 
C:\CHEM32\1\SEQUENCE\WEEKLY0C.S 
C:\CHEM32\l\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


*** End of Report *** 


i 


I 


Page 2 of 2 

Folk OIG PRR_032929 


DrugLab GC #2 5/9/2011 10:56:35 AM ASD 











Data Pile C:\CHEM32\1\DATA\S1G1000007.D 
Sample Name: BLANK 


Acg, Operator 
Acq* Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq. Line 

DrugLab GC #2 Location 

• •/!' : ■ : ' . Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\l\METHODS\THCQUANT.M 
4/6/2011 3 :19:48 PM by ASD 
THC QUANTS 


7 

Vial 7 
1 

1 /il 



Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified ; Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount*. : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# tmg/ul] 


1 10,00000 METHADONE 


Signal 1: FID1 A, 


RetTime Type ISTD 
[min] used 


2 * 303 1 

3,592 1 


Area 

[pA*s] 


Amt/Area Amount Grp Name 

ratio [mg/ul] 


METHADONE 

THC 


Totals without ISTD(s) 


0.00000 


DrugLab GC #2 5/9/2011 11:07:27 AM ASD 


Page 1 of 2 

Folk_OIG_PRR_032930 


























Data File C:\CHEM32\l\DATA\SIG100Q007.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD 

DrugLab GC #2 


Seq. Line 
Location 

.. inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WBEKLYQC.S 
C:\CHEM32\l\MBTHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


7 

Vial 7 
1 

1 fil 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By 

Calib. Data Modified 
Multiplier: 

Dilution: 

Sample Amount: 


Signal 

Wednesday, April 06, 2011 3:19:37 PM 
: 1,0000 

: 1.0000 

: 1.00000 [mg/ul] (not used .in calc.) 


Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 


Peak 

# 

RetTime 
[min] 

1 _| 

Type 

Width 

[min] 

1 

i i 

0.785 

BB S 

0.0208 

2 

2.303 

I 

0,0000 

3 

3.592 

+ 

0.0000 


Totals : 


Area Area Name 

[pA*s] % 


7 .37637e4 1.000e2 ? 

0.00000 0.00000 METHADONE 

0.00000 0.00000 THC 

.37637e4 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


*** End of Report *** 


DrugLab GC #2 5/9/2011 11:07:27 AM ASD 


Page 


2 of 2 


Folk OIG PRR 032931 














Data Pile C:\CHEM32\l\DATA\SIG1000008.D 
Sample Name: 0,20 THC STD 


Acq. Operator : ASD 

Acq. Instrument ; DrugLab GC #2 

Injection Date : , r - '/ ■ : : 


Seq, Line : 8 

Location ; Vial 8 
Inj : 1 

Inj Volume : 1 [xl 


Sequence File 
Method 

Last changed 
Method Info 


: C:\CHEM32\l\SEQUENCE\WEEKLYQC.S 
: C:\CHEM3 2\1\METHODS\THCQUANT.M 
: 4/6/2011 3:19:48 PM by ASD 
: THC QUANTS 


F1D1A, (SIG1000008.D) 


450 "i f 



Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# (mg/ul) 


1 10,00000 METHADONE 


Signal 1: FID1 A, 


RetTime 
[min] 

Type 

ISTD 

used 

Area 
[pA*s] 

___j 

Amt/Area 
ratio 
___1 

Amount 

[mg/ul] 

Grp Name 

i „ {.. 

2.307 

1 ; 
BB I 

1 ^ 

I 

296.13663 

I 

1.00000 

10,00000 

1 1 

METHADONE 

3.591 

BB + 

1 

135.85045 

4.80381 

22,03713 

THC 

Totals 

without 

ISTD(s) : 

22 . 

03713 



Page 1 of 2 

Folk_OIG_PRR_032932 


DrugLab GC #2 5/9/2011 11:18:18 AM ASD 





































Data File C:\CHEM32\l\DATA\SIG1000008.D 
Sample Name: 0.20 THC STD 


Acq. Operator : ASD Seq. Line ; 8 

Acq. Instrument : DrugLab GC #2 Location : Vial 8 

Injection Date : •>/ '-•'■■■ •■ '••••••>• -u #- t Inj : 1 

Inj Volume : 1 fil 

Sequence File : C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 

Method : C:\CHEM32\l\METHODS\THCQUANT.M 

Last changed : 4/6/2011 3:19:48 PM by ASD 

Method Info : THC QUANTS 


*** End of Report *** 


Page 2 of 2 

Folk OIG PRR_032933 


DrugLab GC #2 5/9/2011 11:18:18 AM ASD 









Data File C:\CHEM32\1\DATA\SIG10000Q9.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD 

DrugLab GC #2 


Seq * Line 
Location 

xV :* •'>1 .w Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


9 

Vial 9 
1 

1 /*1 


F1D1 A, (SIG10Q0009.D) 

PA I $ 

450 : 4 

400 - j| 

350 : 

300 1 | 

250 

200 

150 

100 A 

50 -;S 

i _ v ....... 

O f 5 .'■* ' f '" r -!- 1 T - 1 T ! “* •' ' 5 T T T r "' ! •' r 

_0..1 . 2 .3_4.. 



Internal Standard Report 


Sorted By : 

Calib. Data Modified : 

Multiplier: 

Dilution: : 1.0000 

Sample Amount: : 1.00000 

Do not use Multiplier & Dilution Factor with 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


Signal 

Wednesday, April 06, 2011 3:19:37 
: 1.0000 


PM 


[mg/ul] 

ISTDs 


{not used in calc.) 


10.00000 


METHADONE 


Signal 1: FID1 

A, 




RetTime Type 

ISTD 

Area 

Amt/Area 

Amount Grp Name 

[min] 

used 

[pA*s] 

ratio 

[mg/ul] 

2.303 

1 ^ 

- 


METHADONE 

3.592 

1 

- 

- 

THC 


Totals without ISTD(s) : 0.00000 


DrugLab GC #2 5/9/2011 11:29:09 AM ASD 


Page 1 of 2 


Folk OIG PRR 032934 































Data File C:\CHEM32\l\DATA\SIG1000009.D 
Sample Name: BLANK 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 9 

DrugLab GC #2 Location : Vial 9 

"V • 1 i. * * I 21 ' Inj : 1 

Inj Volume : 1 fil 
C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C;\CHEM3 2\1\METHODS\THCQUANT,M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 



Area Percent Report 


Sorted By 

Calib. Data Modified 
Multiplier: 

Dilution: 

Sample Amount: 


Signal 

Wednesday, April 06, 2011 
: 1.0000 

: 1.0000 

: 1.00000 [mg/ul] 


Do not use Multiplier & Dilution Factor with ISTDs 


3:19:37 PM 


(not used in calc.) 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Area Name 

# [min] [min] [pA*s] % 


1 0.785 BB S 0.0201 7,18071e4 1,000e2 ? 

2 2.303 I 0.0000 0.00000 0.00000 METHADONE 

3 3.592 4- 0.0000 0.00000 0.00000 THC 

Totals : 7.18071e4 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


*** End of Report *** 


Page 2 of 2 

Folk_OIG_PRR_032935 


DrugLab GC #2 5/9/2011 11:29:09 AM ASD 








Data File C:\CHEM32\1\DATA\SIG1000010.D 
Sample Name: ,20 THC STD CONTROL 


Aeq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


: ASD Seq. Line : 10 

; DrugLaL GC \\2 Location ; Vial 10 

: 7/ ‘ ' '<• Xnj : 1 

Inj Volume : 1 jul 
; C:\CHEM32\l\SEQUENCE\WEEKLYQC.S 
: C:\CHEM32\1\METHODS\THCQUANT.M 
: 4/6/2011 3:19:48 PM by ASD 
: THC QUANTS 



ui 

z 

O 

Q 

< 

X 

b 


CD 

O 

CO 

oi 




O 

X 


o 

O) 

u~> 

CO 


Ju 


5...6 .... 7 .. min ! 


Internal Standard Report 


Sorted By ; Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier; : 1.0000 

Dilution: : 1.0000 

Sample Amount; : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1; FID1 A, 

RetTime Type ISTD Area Amt/Area Amount Grp Name 

[min] used [pA*s] ratio [mg/ul] 


2,306 BB I 1 309.72961 1.00000 10.00000 METHADONE 

3,590 BB + 1 141.01814 4.80381 21.87149 THC 

Totals without ISTD{s) ; 21.87149 


Page 1 of 2 

Folk_OIG_PRR_032936 


DrugLab GC #2 5/9/2011 11:40:08 AM ASD 



























Data File C:\CHEM32\1\DATA\SIG10Q0010.D 
Sample Name: ,20 THC STD CONTROL 


Acq« Operator 
Acq* Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 10 

DrugLab GC #2 Location : Vial 10 

\ Vt.- ’ 11 ; ^ Inj : 1 

Inj Volume : 1 ^1 
C:\CHEM3 2\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


*** End of Report *** 


Page 2 of 2 

Folk_OIG_PRR_032937 


DrugLab GC #2 5/9/2011 11:40:08 AM ASD 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\ll_19 10\756104.D 
RAC 

19 Nov 2010 9:27 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


756104.D Fri May 13 09:25:40 2011 Page 1 


Folk OIG PRR 032938 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\11__19 __10\756105.D 
KAC 

19 Nov 2010 9:40 

COCAINE STD 

5 

DRUGS 

RTE 


(Abundance 

i 1000000 
i 800000 

t i 

I 800000] 

{ i 

j 400000; 


4172 


i 


TIC: 756105; D 


200000 ] 


■Time~> 2.56 2.50 

3.bo 3.50 4.bo 4.50 5,00 

5.50 

' 8.00 ’ 

' 6,50 ' ’ i.bo 7.50 ' 8.00 8.50 9 .66 ' 9.50 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.717 

1093873 

100. 

00 

100.00 


756105.D Fri May 13 09:25:43 2011 


Page 1 


Folk OIG PRR 032939 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19 10\756105.D 
KAC 

19 Nov 2010 9:40 

COCAINE STD 

5 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


4.72 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


82 


Average 014.691 To 47839 min.: 756105.D {-) 


80: 


60 j 


182 


40' 


20 : 


42 


51 


94 


105 


67 


j 0w4 

m/z--> 40 


122 

i 


152 


303 


198 070 

..yilu.7 H. 166 ( .i 207 222 242 259 j .. 288 

50 60 70 80 90 IOC 110 120 130 140 1^0 160 170 180 100 200 210 220 230 240 250 260 2^0 2^0 200 300 


Abundance 


80 ^ 


60 j 


40 


201 


42 


51 


0i .,*;•!■■ 

b/z-> 40 


¥ 


68 


94 


105 


im COCAINE 


182 


122 

i 114. J 135 152 166 


198 


214222 


244 259 


272 


303 


-r| 1 lM l IV i !' r • ... ■ , ■ ■ ■ i ' ■ | ■ .... ..... ; ■ . 

50 60 70 80 90 100 110 120 130 140 150 I^O 170 180 190 200 210 2^0 230 240 250 260 270 280 290 300 


756105.D 


Fri May 13 09:25:43 2011 


Page 2 


Folk OIG PRR 032940 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756106.D 

KAC 

19 Nov 2010 9:52 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance .. TIC: 75BT067D 



Ret, Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


756106.D Fri May 13 09:25:47 2011 Page 1 


Folk OIG PRR 032941 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756107.D 

Operator : KAC 

Date Acquired : 10:05 

Sample Name : HNHMUHI 

Submitted by : ASD 

Vial Number : 7 

AcquisitionMeth: DRUGS 

Integrator : RTE 


PMI .. . 4 | 7 3 TIC: 756T0T.tr 

! 2500000; ; 

I I 1 

j 2000000: I 

i ! I 

? ; 

i 1500000! j 

i 1000000 !! 

: 3.90 !l 

i 500000 ! ji 


Time--> 2.00 2 50 

3.00 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 ' 7.00 7.50 8.00 8.50 9.0o 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

3.897 

860887 

16.81 

20.21 

4.728 

4259732 

83.19 

100.00 


756107.D Fri May 13 09:25:50 2011 Page 1 


Folk OIG PRR 032942 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756107.D 

KAC 

19 Nov 2010 10:05 


7 

DRUGS 

RTE 


Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMN_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


3,90 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 





o 

CO 





80 



73 


40 



s 


20 


51 


89 



63 



; 1 

42: 

! i i 


« i 



ij T j 1 ; 

jl.iJi 82 


0i 

!, 

hrJWUjw 

-t4'ilf44v+- 


bi/z--> 

4 b 

50 60 

70 80 

90 1 


Average of 3.870 to 4.040 min.; 758107.D“(-) 

m 


204 


101 


121 


; 108 


..44q 


1 28135 


176 

157 169 . 187 


245 


210 220 230 240 


Abundance 


W8T039": Imidazd^i *bjlh[azole, “2,3,576^eirabydro-6-pheny!- 


204 


148 

i 


60: 


m/z-> 


40 j 


73 


101 




20 


i 



127 

I 

i ; 


51 

63 ! 1 

89 

1 j 

1171 

l| 176 ! 

P ! 

0 i; 


, :i „i 1 81. 

! 

( jJiillOS 

, j 135 

j; 157 167 j . 185 J 

h. : 

(Ij. t ( ..; 


40j 5b 

60 70 80 

90 1 

160 ilc 

! 120 130 140 

150 160 170 180 190 200 

210 220 230 240 


756107.D 


Fri May 13 09:25:51 2011 


Page 2 


Folk OIG PRR 032943 


































Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM7\11 19 

_10\756107.D 

Operator 

KAC 


Date Acquired 

19 Nov 2010 10:05 


Sample Name 



Submitted by 

ASD 


Vial Number 

7 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 


2 4.73 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


82 


801 


80 


40 


20 j 

42 


| 51 

o! 

4,4m 


40 50 


jAbundartce 

j 


80 i 


60: 

I 


40! 


j 

20-| 

42 

! 

i 

1 51 

0- 

. i j • 

. , /;-j- 

m/z-> 

40 50 


:7561Q7,D (-) 


182 


94 

I 105 

i ! 


68 




122 

I 131 140 152 166 


303 


198 

I 207216 


272 

242 258 I 281289 


yyt : i j’lTT 


8? 


imrctKzmfc: 


182 


94 


105 


122 


. 


152 186 


198 


214222 244 259 


272 


303 


W-> 40 50 eb 7b 80 90 100 110 120 130 140 150 16tM?0 180 190 200 210 220 230 240 250 2&) 270 280 290 300 

756107,D Fri May 13 09:25:51 2011 . Page 3 


Folk OIG PRR 032944 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756108.D 

KAC .. 

19 Nov 2010 10:18 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 756108.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756108.D 


Fri May 13 09:25:54 2011 Page 1 


Folk OIG PRR 032945 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll 19^10\756109.D 
KAC 

19 Nov 2010 10:30 

BLANK 

1 

DRUGS 

RTE 


Abundance 


TfC' 756109.D" 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


756109,D 


Fri May 13 09:25:57 2011 


Page 1 


Folk OIG PRR 032946 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756110.D 

KAC 

19 Nov 2010 10:43 

COCAINE STD 

10 

DRUGS 

RTE 


W2 TIC: 756110.D 

| 1000000j 

I j ! 

! aooooo! j 

! I i 

i 600000! i 

j ! 1 

400000! ..j 

I 2000001 

; i 


jrime~> 2,6 o 2&0 3.bo 

3.&0 ' 4.00 ' 4.50 ' ' 5.00 

5.60 ' 

6.00 ' 

6,50 7,b6 7.50 8.00 8.50 9.00 9.50 j 






Ret. Time 

Area 

Area 

'o 

Ratio % 

4.717 

1271796 

100 . 

00 

100.00 


756110,D Fri May 13 09:26:00 2011 


Page 1 


Folk OIG PRR 032947 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AequisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756110.D 

KAC 

19 Nov 2010 10:43 

COCAINE STD 

10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80 


80 : 


40] 


j 42 

20 > i 


51 


82 


94 


105 


68 


I O'.Jl 

m/z :: > 40 

Abundance 


80 




Average of 4.691 to 4.845 min.: 758110.D (-) 


182 


122 


138 152 166 


198 


208 222 


272 

244 259 i 281 

V rrrir> 


303 


; | rM . ... r ,. r . t : . : ; . »•! ? ; I f> r n TTTTTtT1TTVTi*l'f T1 *7 1TTT RITrrrn ! r'TTI j t i t } IT i I ! | > IT! | * * J «j I'fTfl II ' . j • . . . ■ : 

50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 260 260 2?0 280 290 30(3 

#29: COCAINE 

82 


182 


60: 


401 


20 ; 42 


51 


68 


94 


105 


122 


m/ 2 ~> 40 


jj . jM4 135 166 


198 


272 


303 


;|..214222.244 259 

50 60 70 80 90 l6o 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


756110.D Fri May 13 09:26:00 2011 


Page 2 


Folk OIG PRR 032948 





























Area Per-cent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM7\11 
KAC 

19 Nov 2010 10:55 

BLANK 


19 10\756111 .D 


1 

DRUGS 

RTE 


Abundance ~~ *** TIC: 756111U 



}Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00' ‘ 5.50 6.bo 6.50 7.00 7.5o 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756111.D 


Fri May 13 09:26:03 2011 


Page 1 


Folk OIG PRR 032949 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\Q4~2 010\SYSTEM7\11__19_10\756112.D 
KAC 

19 Nov 2010 11:08 

OXYCODONE STD 


Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

I j 

j 300000: 

! 250000| 

| 200000 

! 150000; 

j j 

! ioooooS 


50000 


TIC; 756! 12: D 
6100 


j U . 't-t-t r- 

Time--> 2.00 2.50 

3.00 1 ‘ 3.50 ' 4.00 ’ ' 4.50 ' 5.50 

5,50 

6,00 ' 

6,50 7.00 ’ 7ho ’ 8.00 ' 8.50 9.00 9.50 






Ret. Time 

Area 

Area 

a. 

10 

Ratio % 

6.004 

480351 

100 . 

00 

100.00 


756112.D Fri May 13 09:26:06 2011 Page 1 


Folk OIG PRR 032950 












Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11 19_10\756112.D 
KAC 

19 Nov 2010 11:08 

OXYCODONE STD 

12 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.00 

C:\DATABASE\NIST98.L 

Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

f 

Average of 5Wlo 8.1 Wrnln.; 756112.D (-). 


315 ; 


60: 


40! 


44 


70 


115 


140 


201 


230 

] 


20! 

|j 55 

co _ 

O) 

rf_ 

OQ 

; 128 

187 : 



| || [ 

j, ;j. , i 

161 175 Hi 

215 

0!,,,, 


■ M : • Ml | 

HOsUUtii 

.,,152, : y! ::! ..j 

, ^jjlf . 


258 


244 


272 282 300 


m/z~> 30 40 sb e'o"70 ’s'o' bo ibb'iibiioi3o 14oVsom itoiso 1 90260 21 b2202302-lb2502602to260290300 310 


Abundance 


80| 


60 ; 


40; 


20 ; 


42 


30 


58 


#428608: Oxycodone 


70 


140 


115 


84 98 


128 


187 


157 166 175 


230 


201 


217 


258 


315 


244 


272 286 300 


0 ; •r~‘j~ r -s ,Yrrr-rv-!*rtl-p ; i'! vh »•!*- j i’fr ViH i H w { *h 1 • rrr H*i ! 1 1 * - i ! ■■ • > - '-Hr: v r-H-Vr-rvrv'hft' 

;m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


756112.D Fri May 13 09:26:07 2011 


Page 2 


Folk OIG PRR 032951 













































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756113.D 

KAC 

19 Nov 2010 11:21 

BLANK 

1 

DRUGS 

RTE 



(rime- 


> 2.00 2.50 3.00 3.50 4.00 4.50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756113.D Fri May 13 09:26:10 2011 


Page 1 


Folk OIG PRR 032952 










Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756114.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 11:33 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TIC: 756T14.D 


Abundance T IC: 756114.D 



Ret. Time 

Area 

Area % 

Ratio % 


* **NO INTEGRATED PEAKS*** 


756114.D 


Fri May 13 09:26:12 2011 


Page 1 


Folk OIG PRR 032953 




























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll__19_10\756115.D 

Operator : KAC 

Date Acquired : 19Nov2010 11:46 

Sample Name : 

Submitted by : ASD 
Vial Number : 15 

AcquisitionMeth: DRUGS 
Integrator : RTF 


Abundance.. .TIC:-/56115.D... 

i 1400000; 6 02 

| 1200000 i 

! 1oooooo: I 

; 800000, ,i 

: ! :i 

! 600000 |j 

; I *j 

| 400000 ;j 

I 2000001 I! 

I jl 

Time-> 2.60 2.50 3.00 3.50 100 4.50 5.0Q S.5o """6.00 ' 6.50' 7.66' 7.50 8.bo 8.50' 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


6,020 

2725207 

100,00 

100.00 



756115.D Fri May 13 09:26:15 2011 Page 1 


Folk OIG PRR 032954 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756115.D 

Operator : KAC 

Date Acquired : ^^Jo^2010 11:46 

Sample Name : 

Submitted by : ASD 
Vial Number : 15 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST 9 8.L 

PK# RT Library/ID CAS# Qual 


1 6.02 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 91 

Endogenous biomolecule AC 000000-00-0 16 








































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756116.D 

KAC 

19 Nov 2010 11:58 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance 

j 



2500 

| 



2000 



1500 



j 

: 1000 



500 

jv'W, 


0 



|Time~~> 

2.00 

' 2.50 3.60 3.50 4.00 4.50 ' 5. 


TIC: 756116,D 


JLjflfWp 

#' 



i § 

ftP 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756116.D Fri May 13 09:26:18 2011 


Page 1 


Folk OIG PRR 032956 











Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19 10\756117.D 
KAC 

19 Nov 2010 12:11 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance "TIC: 756Tf7XT 



j r ime - > ° 2.00 2.50 3.00 3.50 4.00' 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.56 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756117.D Fri May 13 09:26:21 2011 


Page 1 


Folk OIG PRR 032957 













Area Percent / Library Search Repox"t 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756118.D 

Operator 

KAC 


Date Acquired 

19 Nov 2010 12:23 


Sample Name 
Submitted by 

ASD 


Vial Number 

18 


AcquisitionMe t h 

DRUGS 


Integrator 

RTE 



Abundance 

TIC; 756118.D .i 

; ioooooo 

6)01 ; 

800000; 



j eooooo; 



i 

I 400000! 


; 

I i 

j 200000 : 

1 

1 

i 

q . .. t .. 

, , i 


Iime~> " 2.00 2.50 3.bo 

3.feo 4.00 ’ ' 4.60 5.56 ' 5.50 ' 6.56 ' 8.50 ’ 7.00 7.60 * 6.00 8.50 * 9,00 9.50 ' j 

Ret. Time 

Area Area % 

Ratio % 

6.009 

1698853 100.00 

100.00 


756118.D Fri May 13 09:26:24 2011 Page 1 


Folk OIG PRR 032958 











Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2O1O\SYSTEM7\11_19_10\756118.D 
KAC 

19 Nov 2010 12:23 


ASD 

18 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST 9 8.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.01 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 95 

000000-00-0 9 


Abundance 


60 


60; 


40; 


20 i 


44 


55 


70 


Average of 570BTT6 6'. 121 min.: 756T1BTUF) 


115 


140 


ouuM 1 


84 98 


128 


y |||,.is? 


161 


230 


201 

187 

175 Hi 214 


258 


m/z-> “ 40 50 ’ W' 70 sb 90 100 110 120 l30 140 150 160 170 180 l00 2(So 210 220 200 240 250 260 270 280 290 300 310 i 

Abundance.. W583rOxycodone . PI 573. .; 

j \ 315 j 


j 244 

i 

W'i-i 


315 


070 300 

ZU 2S2 i 


801 


60: 


40! 


20 


70 


230 


140 


201 


258 


o;, 

m/z~> 40 50 


756118.D 


185 

i 217 1 j 




1 i : j 

| j.j ! 244 j 

281 

j 

300 

i ‘ 


Fri May 13 09:26:24 2011 


I 260 270 280 290 300 310 


Page 2 


Folk OIG PRR 032959 


































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

P:\Q4-2010\SYSTEM7\ll_19_10\756119.D 

KAC 

19 Nov 2010 12:36 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance .... VC: 756119.D 

! 3000| 



(Time-> 2.00 2.50 3.00 3.5o 4.b 0 4 .fe0 ‘ 5 . 00 ’ 5.50 6.00 6.00 7.00 7.50 8.00 8.50 9.00 9.50 ' 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756119.D Fri May 13 09:26:27 2011 


Page 1 


Folk OIG PRR 032960 
















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756120.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 12:49 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance . . TIC: 756120.0 



fTime--> 2.00 ’ 2^50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756120.D Fri May 13 09:26:30 2011 


Page 1 


Folk OIG PRR 032961 
















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM7\ll_19_10\756121.D 
KAC 

19 Nov 2010 13:01 


ASD 

21 

DRUGS 

RTE 


Abundance ...“. .. TfC:V56T2iD 

6j0i 

j i \ 

: 800000' i 

: h 

\ 600000j j 

; i : l 

i ! :| 

j 400000 ; 

j 200000 ! I 


2.00 2.50 

3,bo ‘ 3.50 4.00 4io 5.00 

. 5.50 ’ 6.00 ' 

6.50 7.00 1 1 7.50 ‘ 8.00 ’ 8.&0 9.00 9.50 i 

Ret. Time 

Area 

Area % 

Ratio % 

6.010 

1504827 

100.00 

100.00 


756121.D Fri May 13 09:26:33 2011 Page 1 


Folk_OIG_PRR_032962 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756121.D 

KAC 

19 Nov 2010 13:01 


ASD 

21 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6,01 C:\DATABASE\PMWJTOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 16 


Abundance 


Average of 5 . 9 ' 67166.174 min.: 756171 XT (-) 


315 


80 : 
601 


j 70 

! 44 j 


40 i 

■ !• 

20- H 55 


230 

i 


84 98 


115 


j 128 


140 201 
187 ; 

159 175 jl: j 214 


258 

244 272 


286 


m/z-> 40 ' 60 80 " 100 ~120 lid 16 cT lOo 200 220 240 260 280 


300 

. , i f . 

3 iSo 320 


355 


340 


Abundance 


80 ! 


60 ; 


”# 583 'fGxycoddne 


PI 573' 


315 


40 


70 


230 


20 ^ 


! 04 , 

Wz~> 40 


140 


201 


185 


217 


258 

\ 


244 


281 


60 80 100 120 ‘ 140 l 80 180 200 220 240 260 280 


300 j jl 
300 320 


340 


756121.D 


Fri May 13 09:26:33 2011 


Page 2 


Folk_OIG_PRR_032963 

































Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2010\SYSTEM7\11 19 10\756122.D 

Operator : 

KAC 

Date Acquired : 

19 Nov 2010 13:14 

Sample Name : 

BLANK 

Submitted by 

ASD 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Abundance. “ " .. . .7ICr756T22:o~ ” 



Tlme~> °2.00 2,50 3.00 3.k> ’ 4.00 4.50 5.00 5.50 6.00 6.50 7,00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756122.D Fri May 13 09:26:36 2011 Page 1 


Folk_OIG_PRR_032964 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe t h r 
Integrator : 


Data File; 

F:\Q4-2010\SYSTEM7\ll_19_10\756123.D 

KAC 

19 Nov 2010 13:27 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance UfC: 756T23.D 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756123.D 


Fri May 13 09:26:38 2011 


Page 1 


Folk_OIG_PRR 032965 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19_10\756124.D 
KAC 

19 Nov 2010 13:39 


ASD 

24 

DRUGS 

RTE 


Abundance 
i 800000] 

i 500000 j 

400000- 

300000' 

i 200000j 

i j 

100000 ; 


TFC: 75612413’ 

6|00 


: Time~> 2.6o 2.30 

' 3.00 ' ' 3.50 ' 4.00 ' ' 4.50 ' 5.00 

r 5.50 ‘ 6.00 

' eio 7.00 ' 1 7.50 ' ' 8.00 ' 8.50 ’ ' 9.00 ' ' 9.^0 j 

Ret. Time 

Area 

Area % 

Ratio % 

6.004 

905576 

100.00 

100.00 


756124.D Fri May 13 09:26:41 20.11 Page 1 


Folk_OIG__PRR 032966 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756124.D 

Operator : KAC 

Date Acquired : 19 Nov 201 0 13:39 

Sample Name : 

Submitted by : ASD 
Vial Number : 24 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 



Folk_OIG_PRR 032967 










































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756125.D 
KAC 

19 Nov 2010 13:52 

BLANK 
ASD 
1 

DRUGS 

RTE 


AbuncTance .TIC: 756125.0 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756125.D Fri May 13 09:26:44 2011 


Page 1 


Folk OIG PRR 032968 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\l1_19_10\756126.D 
KAC 

19 Nov 2010 14:04 

BLANK 
ASD 
1 

DRUGS 

RTE 



fome-> ° 2.00 ' 2 So ‘ 3.1)0 ’ 3.66 ‘ 4.bo ’ 4.50 ' ' 5.(30 5.50 6.b0 6,5o 7.1)0 ' 7.50 ' 8.66 8.66 9.00 9.60 


Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


756126.D 


Fri May 13 09:26:47 2011 


Page 1 


Folk OIG PRR 032969 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756127.D 

KAC 

19 Nov 2010 14:17 


ASD 

27 

DRUGS 

RTE 


Abundance 

; 1000000 
I j 

800000-1 

6000001 

400000: 

200000i 


TIC: 756T2TXT 
6j01 


fnme~> 2.00 2.60 3.00' 

3.50 ‘ ’ 4.00 ‘ 4.50 ‘ 5.00 

5.50 

6.00 

6.50 7.00 ’ ’ 7.50 8.00 8.50' 9.00 9.50 ' 






Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

1893407 

100 . 

00 

100.00 


756127.D 


Fri May 13 09:26:51 2011 


Page 1 


Folk OIG PRR 032970 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19__10\756127.D 

Operator : KAC 

Date Acquired ; ^Nov2010 14:17 

Sample Name : HHBIHII 

Submitted by : ASD 

Vial Number : 27 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.01 C:\DATABASE\PMW JTOX2.L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 27 



Folk_OIG_PRR_032971 



























Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM7\11 19_10\756128.D 
KAC 

19 Nov 2010 14:29 

BLANK 
ASD 
1 

DRUGS 

RTF, 


Abundance— . .“.— .TIC: 7SBI28.13 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


756128.D 


Fri May 13 09:26:55 2011 


Page 1 


Folk_OIG_PRR_032972 































Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4~2010\SYSTEM7\ll_19_10\756129.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 14:42 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 

Abundance ... ." ~...T(Cf756T297[J. 


Abundance ... . ' ~~.. TrC:75f129TO' 



hrime-? ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756129.D Fri May 13 09:26:58 2011 Page 1 


Folk_OIG_PRR 032973 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19__10\75 6130 . D 
KAC 

19 Nov 2010 14:54 


ASD 

30 

DRUGS 

RTE 


Abundance 

\ i 

: 1500000i 


TIC; 756130;D 
6)02 


1000000 : 

1 

500000 


3.75 


4.45 


0 *- 


!Time-> 2.00 2.50 3.b0 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3.748 
4.447 
6.020 


141876 3.85 4.15 

123914 3.36 3.62 

3422619 92.79 100.00 


756130.D 


Fri May 13 09:27:01 2011 


Page 1 


Folk_OIG_PRR_032974 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 -2010\SYSTEM7\11_19_10\756130,D 
KAC 

19 Nov 2010 14:54 


ASD 

30 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3.75 C:\DATABASE\PMW_TOX2.L 
Palmitic acid 
Myristic acid 
Tridecane 


000057-10-3 90 
000544-63-8 87 
000629-50-5 10 


Abundance 


| 43 6.0 73 


Average of 3.722 to 37833 min.: 756T3TOJ (-) 


80 


601 


40 


20 . 


Still 


83 


129 


97 


115 


ji ; i ,Ju. 107!. i 


143 


*57 171 185 


213 


199 


227 


256 


281 


0 5 • fSiWt , , 1 1 j • j , V i 1 to Vl -r-: , . ■*! 1 1 : • ,i|_r. L , . , , fifrr-v- T J : ; .l-rrrrnVrn . , • tv-.- Pr-v. ♦ . - , r.Tryr^ : » = . ; '-TTrri j 

!m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 ift) 1$0 100 200 210 2^0 230 240 250 2&> 270 280 


Abundance 


80 ; 


60 ! 


60 


#822TFa!mlilc add 


PJZW 


401 


20 ! 


0 


83 


97 


129 


256 


157 171 185 


213 


;m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


756130 .D 


Fri May 13 09:27:01 2011 


Page 2 


Folk OIG PRR 032975 









































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 -2010\SYSTEM7\11_19_10\756130.D 
KAC 

19 Nov 2010 14:54 


ASD 

30 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.45 C:\DATABASE\PMW_TOX2.L 

Stearic acid 
Myristic acid 
Undecane 


000057-11-4 95 
000544-63-8 64 
001120-21-4 10 


Abundance 


43 


80! 


80 


73 


Average of 4.42TW4T522 min J 


60 


40 


20 


83 


97 


129 

I 


115 


185 


: iFj! !i jijri j; jjjl ; ';K; j 107 1 i " , 

0 j|i I r jr* nnr4^ri * ; r v • 1 i V 1 f ; ! pr'rVrMt i r V! 1 f x t *\" > ~ •; J r'y* %* * : • rrTvHT^r t « .• ? 5 .• rr Vvv-: , , , , , . r ~v„ r .„... v . ; , , . v ..,, 

to/z~> 40 50 60 70 80 90 100 110 120 130 140 1$0 l60 170 180 190 200 210 220 2^0 240 250 2&) 27 


143 157 171 


199207 227 


241 


255 


284 


270 280 


Abundance 


80s 


60 


73 


60 


¥969: Stearic acid 


.Fi 889 


284 


40 i 


20 


0U T ,. 




33 97 


111 


129 




143 


185 

171 j 199 


241 


264 


Wz~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


756130 .D 


Fri May 13 09:27:02 2011 


Page 3 


Folk_OIG_PRR 032976 
































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19__10\756130 .D 
KAC 

19 Nov 2010 14:54 


ASD 

30 

DRUGS 

RTE 


Search Libx _ aries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 6.02 C : \DATABASE\PMW__TOX2 . L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 9 


Abundance 


Average of 5:9B71oB:i95nm: 756T35U(-) 


315 


80 


00 


40 j 42 


20 U 


70 


55 


230 


84 


115 


98 1 


140 201 

128 I 137 

i . 159 175 IP l 2 ? 5 


irn/z—-> 4'0 50 60 70 80 90 itiO1101201301401501601”^^ 


258 || 

244 j 27Z 282 300 | ^ ^ 

5 i :V^ iTrrT'f, s I |-f rfY*?* rrHn ? : t : i 1 * p— rTT : < ; * ; : : 

310320330340 


iAbunSance' 


#583:T5xycodone 


PI 575 


315 


80 


60: 


401 


20i 


ou. 


70 


230 


140 

| 


201 

185 217 


258 


244 


281 


300 


rn/z~> 


40 50 60 V6' 80 90 1001 \ 0120130140 150160170180190 200210 220 230 240 250 260 270 280 290 300 310 3^0 330 340 


756130.D 


Fri May 13 09:27:02 2011 


Page 4 


Folk_OIG_PRR 032977 











































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756131.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 15:07 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance.~ ".** TIC: 75S131.D' 



jTimo~> ° 2 00 2. 50 ' 3.00 3.50 ' 4.00 ’ 4.50 5.00 ' 5.50 ' 6.00 6.50 7.00 ' 7.50 8.00' 8.50 9.00 9.50 


Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS* * * 


756131.D Fri May 13 09:27:05 2011 Page 1 


Folk OIG PRR 032978 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19_10\756132.D 
KAC 

19 Nov 2010 15:20 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 756132.D 



Time--> °2.5o 2.50 3.00 3.60 4.00 4.50 5.00_ 5.50 6.00 6.50 7.00 7.50 8.00 



8.50 9.00 9.50' 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756132.D 


Fri May 13 09:27:08 2011 


Page 1 


Folk_OIG_PRR 032979 

























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756133.D 

Operator : KAC 

Date Acquired : 19 Nov 201 0 15:33 

Sample Name : 

Submitted by : ASD 
Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance ~.—..ITC; 75SRJ3.D 

i 1200000) 6 01 

j 1000000 
| 800000) 

5 6000001 !j 

* t [; 

i \\ 

400000? jj 

I ii 

■ 200000! !i 

* ■ | ; i 

i \ i; 

Time-> 0 2 y IS 3.0 0 3.50 4.00 ’ 4.50 5.00 ' ' 5.50 ’ ' 63)0 ^ 6.50 7.00 ~7.50 ' 8.00 8.50 ' a00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


6.010 

2177284 

100.00 

100.00 



756133.D Fri May 13 09:27:11 2011 Page 1 


Folk_OIG_PRR_032980 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19__10\756133 .D 
KAC 

19 Nov 2010 15:33 


ASD 

33 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMWJT0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 

j 

1 

j 80 

| 

: 

i 

i 

60 

44 

40 

ii 

1 1 

j i 

20 

1 | 

55 

1 j 

j 0 

Ill,„,4l|| 


Average of 5.967 to 6.158 min.: 756133.D f) 


70 


230 


115 


140 


201 


84 


98 


128 


187 






Wz~~> 30 40 5b 60 70 80 90 160 

'Abundance 

80; 

j 

80! 


110120 l3i 


161 175 
Ji 152,} | jiJ 
MijJMiujiL uilkii Jk 


215 


258 


: xVf ih r 


244 


315 


272 




282 


300 


0140 160 160 170 180 190 260 210 220 230 240 2&Q 2^0 270 280 290 3d0 310 


~W28~6'08; Oxycodone 


315 


i | 


40 j 


20 


42 


0 , 30 . 


70 


140 


115 


58 


84 98 


128 


187 


157 16^ 175 


230 


201 


217 


258 


244 


272 286 300 


.. . /j ,. 

jn/z--> 30 40 50 60 70 80 90 lO0110 l2o 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


756133 .D 


Fri May 13 09:27:12 2011 


Page 2 


Folk OIG PRR 032981 













































Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

F:\Q4-2010\SYSTEM7\ll 19_10\756134.D 
KAC 

19 Nov 2010 15:45 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756134.D Fri May 13 09:27:15 2011 Page 1 

Folk OIG PRR_032982 
























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756135.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 15:58 

Sample Name : BLANK 
Submitted by : ASD 
Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


'Abundance . . TIC: 756135. D 



iTimo-> 2.00 ' 2.50 3.00 3.50 4.00' 4.50 5.00 ' 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756135.D Fri May 13 09:27:17 2011 


Page 1 


Folk_OIG_PRR_032983 

























Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2010\SYSTEM7\11 19 10\756136.D 

Operator : 

KAC 

Date Acquired : 

19 Nov 2010 16:10 

Sample Name : 


Submitted by : 

ASD 

Vial Number : 

36 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 

Abundance 

TICT756T36U 

] 1200000! 

6(01 

i i 

: 1000000 j 

| 

1 800000 : 

! i 

j i 


600000 j 

j j 

S 400000; 

}' ; 

1 200000; 

j ! 

! 0 4. 

: i 

|| 

Time--> 2.50 2.&0 3.00 

3.50 4.00 4.50 5.00 5.50 6.00 0.5C 7.00 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 

Area Area % Ratio % 

6.010 

2105837 100.00 100.00 


756136.D Frx May 13 09:27:20 2011 Page 1 


Folk_OIG_PRR_032984 










Area Percent / Library Search Report 


Information from Data Pile' 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756136.D 

KAC 

19 Nov 2010 16:10 


ASD 

36 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.01 

C:\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

"Average of 5.967 Co 6.168 rim : 7561 36.0 (-) " 

. - - - . -. 

. 



315 



80j 

601 

! 

401 

j 

201 


ro/z~> 


44 


70 


115 

i 


140 


230 


H 

! i 

H 

i 

5b 

84 98 

ji! i ; i .« 1 

i 128 


187 

159 175 fj 

1 214 

Mi 

!(’'l ll ‘t{., !ii il . 

'i 1 i U 

■' il 

j'CI 



40 

i —f j I “T‘~t —f * i k 1 f ?—"} r im V‘ 

60 80 100 

120 140 

160 180 

200 ^ 2^ 


258 

244 !l 272 282 

r*v4 : A- . •?■■•••) 

240 200 


300 


355 


280 3C0 320 340 


Abundance 


#T28608’: Dxycocfbhe 


315 


80 * 


60: 


40; 


230 


20 ; 


oi 30 


42 


58 


70 


84 08 


140 


115 


125 




201 


187 


157 175 


217 


258 


244 


272 286 300 .! 






mtz~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


756136.D Fri May 13 09:27:21 2011 


Page 2 


Folk_OIG_PRR_032985 









































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756137.D 
KAC 

19 Nov 2010 16:23 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance . TrC:75Sl3/:D 




7.66 7.50 8.66 8.50 9.6o 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756137.D Fri May 13 09:27:23 2011 


Page 1 


Folk_OIG_PRR_032986 


























Area Pex~cent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756138.D 

KAC 

19 Nov 2010 16:36 

BLANK 
ASD 
1 

DRUGS 

RTE 


ftburiciance TIC: 75613KD 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


756138.D Fri May 13 09:27:26 2011 Page 1 


Folk OIG PRR 032987 














Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756139.D 

Operator : KAC 

Date Acquired : 16:48 

Sample Name : 

Submitted by : ASD 

Vial Number : 39 

AcquisitionMeth: DRUGS 
Integrator : RTE 

Abundance T!C': 756139.D 

i 1200000 6 I 01 


1000000I 
800000 
6000001 
400000] 
200000| 


0U--- 


Time~> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 ' 6.00 

6.50 7.00 7.50 8.00 _ 8.50 9.00 9.50' 

Ret. Time 

Area 

Area % 

Ratio % 

6.010 

2223680 

100.00 

100.00 


756139.D Fri May 13 09:27:30 2011 Page 1 


Folk OIG PRR 032988 


co 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\11__19_10\756139 .D 
KAC 

19 Nov 2010 16:48 


ASD 

39 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000-00-0 27 


Abundance 

f i 

i ! 

801 


60 | 


40 


44 


20 ' 


70 


"Vo" W 80 100 1&) 140^" l60 180 260 220 240 2^0 280 360 3^0 340 


0W 

Abundance 


55 


Average or57SE71o”CT90""mIn.; TSBWOTT 


230 


115 


140 


201 


I 84 9B 

I | j ; i 


128 


187 

161 175 
‘150m ,j ! \. 

■ !:i ■ .Uji - iv 


214 

:jij 

■ . 


315 


258 

244 272 


287 


300 


355 


~ #583: Oxycodone 


■pwi 


315 


80: 


60 j 
40! 


70 


230 


20 i 

| | 


140 

185 

201 

1 

1 

217 

iJ 


258 

281 


j j 

Q j ... . . .....J 



|| 

1 

11 

244 


300 ij 

jm/z~> 40 60 

80 

' 100 120 140 1&) 

160 

260 

220 

240 

260 ' 

280 

300 320 340 


756139.D 


Fri May 13 09:27:31 2011 


Page 2 


Folk OIG PRR 032989 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756140.D 

KAC 

19 Nov 2010 17:01 

BLANK 
ASD 
1 

DRUGS 

RTE 



hme-> ° 2.00 2.60 3,00 3.56 4.00 4.50 5.66 8.16 6.00 6.50 7.00' 7.§0 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


756140.D Fri May 13 09:27:34 2011 


Page 1 


Folk OIG PRR 032990 














Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756141.D 

Operator 

KAC 


Date Acquired 

19 Nov 2010 17:13 


Sample Name 

BLANK 


Submitted by 

ASD 


Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator : 

RTE 





lAbundance 

."..110175614 ID 


| 2500! 

i j 



IlflPf: 

j 2000 ; 


i ! ,!l 1 1 


1500j 

jp 

, it M 


; iooo; 





oL. t .. 



Time~> 2.00 2.50 3.00 

' 3.50 4.00 4.50 5.66 5.6o 6.00 6.50 7.00 7.50 8.00 8.50 9.00 

9-50 J 

Ret. Time 

Area Area % Ratio 

% 


***N0 INTEGRATED PEAKS*** 


756141.D 


Fri May 13 09:27:37 2011 


Page 1 


Folk OIG PRR 032991 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 17:26 


ASD 

42 

DRUGS 

RTE 


19 10\756142 . D 


Abundance. . T!C: 756142 O 

6)01 

: 1000000 ? 

j 800000 j 

! 600000? ! 

| f 

400000- | 

i 200000) ji 


t i- ..,.. T . 

[Time~-> 2.00 2.50 

3.00' 3.60 ' 4.66 4.50 5.00 

* 5.50 

6.00 

' 6.66 ' too' 7,6 o ’ 8.oo 6.66 ’ 9.66 ’ ' 9.60 1 






Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

2013534 

100 . 

00 

100 . 00 


756142 .D 


Fri May 13 09:27:41 2011 


Page 1 


Folk OIG PRR 032992 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756142.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 17:26 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


A 

42 

DRUGS 

RTF 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.01 

C:\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 5.967 to 67200 min.: 756142.D {-] 


315 i 


80; 


60: 


40 


20 ! 


oi 


44 


70 


230 


115 


140 


201 


84 


98 


m !z-> 30 


55 i _ 128 187 

ji !, iso 175 iH L 2 1 5 

, . , , , , , ' >|150 |'„, ■ ' 

•T#r- 7 ;44^UM jl'tWVr ■ -4 : j b 


258 


244 

i4 j 1 > I i¥rh: 


272 


286 


300 


,- I 4Sii rT .L;;;!iiir..V iVffW i 74=^44-^ • HflHWrfmM-r- :? W r , iWl :-vr •viyrr.-.-d-rr.nrA ; .rlV, 

40 50 60 70 80 90 100 llO 120 130 140 150 160 170 180 190200210220230 240 250260270280290300310 


[Abundance 


80 i 


#128608: Oxycodone 


315 

I 


60! 
40 j 


230 


20 { 


oL£ 


70 


140 


201 


42 

i: 


58 


115 


'm/z-> 30 


84 98 


128 


187 


258 


217 


272 286 

* ^"H‘ e 


300 


, , ,, 157 166 175 1. l! H 244 

5 , .vn'nTrrt' ■ * , rrt n’rbV ‘ = • . .-jV *•*, ' '4 i‘#! , J t4 T s ’ ..s-f . • • . * * 1 . , , . >>■ . ,-rrp-r i-r-r -• j . .. <ir 

40 50 60 70 80 90 100 110 120 130 140 ISO 160 170 180 190 200 210 220 230 240 250 2$0 270 280 290 300 310 


756142 . D 


Fri May 13 09:27:41 2011 


Page 2 


Folk OIG PRR 032993 











































Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756143.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 17:39 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance..... TfC: 756143.D 



!Time-> ° 2.00 2.50 3.66 3.50 4.00 4.50 5.60 5.50 6.00' 6.50 7.00 7.50 8.00 sio ' 9.00 9.50 


Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS* * * 


756143.D Fri May 13 09:27:44 2011 Page 1 


Folk OIG PRR 032994 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756144.D 

KAC 

19 Nov 2010 17:51 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance 
2500' 
2000 , 
1500 \ 
1000 
500 


"TfC: 756144:0" 

Ml 










l,f 


n 


Iime-> °2.6o 2,fe0 3.00" 3.50 4 .bo 4.b ^ 5.00 5.io 6.00 6,k> 7.00 ‘7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756144.D Fri May 13 09:27:47 2011 Page 1 


Folk OIG PRR 032995 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\ll_l9__10\75614 5 .D 

KAC ." 

19 Nov 2010 18:04 


ASD 

45 

DRUGS 

RTE 


Abundance 
I 1400000; 

; 1200000 ; 

| 1000000 : 

| 800000; 

i eooooo; 

| 400000; 

200000j 

| 0 .I.'.--T' E j i i ' -'I -1" j---—.|. F .,.,. 

jTfme :: > 2.00 2.50 3.00 3.50 4.00 4.50 


ircrrmmxj 

6(01 


5.00 5.50 6.00 1 6.50 ' 7.00 7.S0' ’ 8.00 ftlo 9.00 9.50' 


Ret. Time 

Area 

Area % 

Ratio % 

6.015 

2584103 

100.00 

100.00 


756145.D Fri May 13 09:27:49 2011 Page 1 


Folk OIG PRR 032996 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756145.D 

Operator : KAC 

Date Acquired : ^^No^^^.0 18:04 

Sample Name : 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.01 

C : \DATABASE\PMW_TOX2 . L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

90 

16 



80 ! 



756145.D Fri May 13 09:27:50 2011 Page 2 


Folk OIG PRR 032997 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756146.D 

KAC 

19 Nov 2010 18:16 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756146.D Fri May 13 09:27:53 2011 


Page 1 


Folk OIG PRR 032998 














Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756147.D 

KAC 

19 Nov 2010 18:29 

BLANK 
ASD 
1 

DRUGS 

RTE 


AbuhWnice 




TIC7756147.D 

| 2500 





i m ! - MM 

i 

j 2000 




m 

i 

1500 

i 





1000 


l 1 1 1 

| 1 i iff ? W* ? V ' 

ffi i 


500! 

; j 

i qi 



pH 




2 .bo 

ihb ' ’ 3.bo ’ 3.bo ‘ 

4.00 ' 4.50 

5,b0 s.50 6.00 6.feo 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756147.D Fri May 13 09:27:56 2011 Page 1 


Folk OIG PRR 032999 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756148.D 

KAC 

19 Nov 2010 18:42 


ASD 

48 

DRUGS 

RTE 


Abundance ~.~.". TIC-756148. D 

: 6100 

600000j I 

500000 
: 400000: 

j j 

1 3000001 

I 2000001 ij 

j ; if 

! ioooooi jj 

; ; : i 


fTime--> 2.00 ' ' 2.50 ‘ 

* 3.00 ‘ 3.50 ‘ ‘ 4.b0 4,50 ’ 5,00 

5.50 ' 6.00 ’ 

eio ' 7,66 * ’ 7.50 8.66 8.50 ’ ‘ 9.66 ‘ 9.60 ’ 


Ret. Time 

Area 

Area % 

Ratio % 

6.004 

1024172 

100.00 

100.00 


756148.D Fri May 13 09:27:59 2011 Page 1 


Folk OIG PRR 033000 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756148.D 

Operator : KAC 

Date Acquired : 19Ho^010 18:42 

Sample Name : 

Submitted by : ASD 
Vial Number : 48 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

6.00 

C : \DATABASE\PMW_TOX2 . L 

Oxycodone 

Endogenous biomolecule AC 

000076-42-6 91 

000000-00-0 16 

[Abundance 

\ 


Average of 5.967Tb6,158 min.: 756148.D (-) 

315 j 


80 


60' 


: 44 


70 


230 


40; 


20 ; 


115 

I 


55 


128 


140 

I 


201 


187 


244 


258 

272281 300 


84 98 — ; 17f - : 214 

1,11s. :| . i . 161 175 ;!j !; 

j , : |? Mi i|j| . j[ j| 152 ,j| Jil; ;ii|j M 

40 50 60 7‘0 8*0 90 iQO 110 120 130 140 150 160 170 180 100 200 2|0 290 230 240 250 260 270 280 200 300 3i0 

"#583T"Oxycodone.FT57 3 


[Abundance 


80| 


60: 


40 s 


20 ‘ 


315 


70 


230 


140 

I 


201 

185 j 217 


258 




244 


281 300 


jm/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 2tO 280 290 300 310 
756148.D Fri May 13 09:27:59 2011 Page 2 


Folk OIG PRR 033001 







































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756149.D 

KAC 

19 Nov 2010 18:54 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance. . .. TfC: Y56149.D 

! nnnni i 



lrime-> 2.6 o 2.50 31)0 ‘ 3.50 ' 4.00 4.50' 5.00 5.50 ‘ 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756149.D Fri May 13 09:28:02 2011 


Page 1 


Folk_OIG_PRR_033002 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756150.D 

KAC 

19 Nov 2010 19:07 

BLANK 

1 

DRUGS 

RTE 


Abundance . .TiC; 756WCF 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756150.D Fri May 13 09:28:05 2011 Page 1 


Folk OIG PRR 033003 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756151.D 

KAO 

19 Nov 2010 19:19 

OXYCODONE STD 

12 

DRUGS 

RTE 


Abundance 

i 

350000i 
300000; 
250000: 

200000; 

150000' 
100000j 

aoooo! 
£H 


TFC: 756151 .D 
00 


hi 


y .i ; "T' '--r-r P" - I -TT-T-r^-rT-T-T-J-r""| T•• T ... r I f .'j„" V t ~f-" r rm-p-n 

ime~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.999 

594792 

100.00 

100.00 


756151.D 


Fri May 13 09:28:08 2011 


Page 1 


Folk OIG PRR 033004 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756151.D 

KAC 

19 Nov 2010 19:19 

OXYCODONE STD 

12 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.00 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 9 


Abundance 

i ! 


80 

60j 44 

\ |i 

40 
20 1 


70 


55 


Average of 5.96? to 6 121 MF:~756T5T.n (-) 


230 


115 


140 


201 


0 VrrWrrfWfc 

40 50 60 70 80 90 


150 


188 

161 175 ii ; ' 


214 


315 i 


Abundance 


HOTi li UWl ' m , (#10MW.'WMi'.Vii 'l‘i ,-tVl44li •. 

100 110 120 130 140 l50 lOo ifp 18 0 190 2pQ 21 0 22 0 2 t 
“#583: Oxycodone P1573 


258 

j< 272 287 300 

0 240 2i() 260 2t0 280 200 300 310 


315 


80 i 


60: 


40; 




70 


230 


185 




217 

Ml 


244 


281 


f • 1 




| 

! *>1 | 

140 

201 

1 

258 


300 


hi/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


756151 .D 


Fri May 13 09:28:08 2011 


Page 2 


Folk OIG PRR 033005 














































Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2010\SYSTEM7\11_19_10\756152.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 19:32 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 

Abundance. . .TfCT75B152.D .. ~ ' 


Abundance. . TFUT758T52.D 



jrime~> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.0O 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756152.D Fri May 13 09:28:11 2011 Page 1 


Folk OIG PRR 033006 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756153.D 

KAC 

19 Nov 2010 19:45 

BLANK 
ASD 
1 

DRUGS 

RTE 




Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756153.D 


Fri May 13 09:28:13 2011 


Page 1 


Folk OIG PRR 033007 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756154.D 

KAC 

19 Nov 2010 19:57 


ASD 

54 

DRUGS 

RTE 


Abundance 

j 1000000j 

i 

! 800000: 

j ; 

I 600000; 

400000j 
: 200000 - 


TIC: 756154. D 


6 


01 



\\ 


frime-*> 2.00 ' 2.50 

3.00 ' 3.50 ' 4.00 4.50 ‘ 5.00 

5.50 

6.00 

6.50 7.00 7.50 8.00 8.50 9.66 9.50 i 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

1798797 

100 . 

00 

100.00 


756154.D Fri May 13 09:28:16 2011 Page 1 


Folk OIG PRR 033008 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756154.D 

KAC 

19 NOV 2010 19:57 


ASD 

54 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


80 


Average6157967 to 6.137mm:: 758154.D (-) 


315 


60 


40! 


20 i 


70 


44 


!! 55 

i 


230 


115 



140 


98 

j 128 1 

! ! s| ; 1 i 

161 

‘•hfv- 

i.;,. 

i L T ,L 

100 

120 140 

160 


201 

187 1 

175 ; j 215 


258 


:! 244 *, 272 


287 


300 


355 


Abundance 


80; 


#T0090'3: ' 0xy cod one 


315 


60! 


40 ! 


230 


20 ! 


42 


70 




115 28 
20 


55 


, 84 

i. i »j. 


115 


201 


98 

140 

| 128 

159 

187 j 
175 ip [ 

215 

T*|: 

244 

258 

272 286 

300 

100 

120 140 ' 

* T ' 

160 

180 260 

220 

240 

' 260 

2^0 

300 


756154«D 


Fri May 13 09:28:17 2011 


Page 2 


Folk OIG PRR 033009 






























Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\ll_19_ 10\756155 . D 
KAC 

19 Nov 2010 20:10 

BLANK 
ASD 
1 

DRUGS 

RTF 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756155.D Fri May 13 09:28:19 2011 


Page 1 


Folk OIG PRR 033010 



















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\ll_19 10\756156.D 
KAC 

19 Nov 2010 20:22 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756156.D 


Fri May 13 09:28:22 2011 


Page 1 


Folk OIG PRR 033011 


























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756157.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 57 

AcquisitionMeth: DRUGS 
Integrator : RTE 


19No^ 2010 20:35 

ASD 


Abundance 

i \ 

; 800000I 

! ; 

] 600000{ 

: 400000; 

i j 

I 2000001 


|Time--> 2.66 2.66 3.00 3.6* 

) 4.66 ' 4.50 ' ' 5.66 

5.50 

6.00 

' 6.60 ' 7 ho ' ' 7.60 1 8.00 ’ 8^6 ' 9.66 9.50 j 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

1509325 

100. 

00 

100.00 


— TfC:756T57.D 
6(01 

! 

I 


756157.D Fri May 13 09:28:25 2011 


Page 1 


Folk_OIG_PRR_033012 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756157.D 

KAC 

19 Nov 2010 20:35 


ASD 

57 


RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average of SWTo 67137 min.: 736157 0 (-) 


315 


80! 


60: 


40 


20 


44 


; 55 




70 


230 


115 


140 


201 


84 98 


128 


188 

159 175 If 


-1 


215 ; 

•fa }i: 244 


258 


Wz~> " 20 1 40 ’ Vo’ Vo’ ’ lOO ‘ 12 cT 140 1 ^0 Tdd ’ 2(5o 2^0 240 


272 286 300 j 
i 1 280 300 320 340 


355| 


Abundance 


80 


~mmUJrOxycodone . 


315 


60 

40: 

20 ; 


230 


Il5 28 


m/z~> 


756157 .D 


42 

I! 55 

> i 5 

. I 1 ’. d 1 

70 

I 84 

i . i 

115 

98 j 128 

140 

159 

201 

187 : 

175 | 215 . 

244 

.i i.,! 

258 

212 286 ' 

40 60 

Vo 

100 120 

140 

160 

' 180 200 220 

240 

260 

280 : 


Fri May 13 

09 

: 28 

: 27 2011 



Page 


Folk OIG PRR 033013 









































Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756158.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 20:48 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance .... TIC: 75BT58U 



Time~> 2.00 2.50 "~3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.(30 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756158.D Fri May 13 09:28:29 2011 Page 1 


Folk OIG PRR 033014 




















Area Percent / Library Search Report 


Information from Data File: 






File Name 

F:\Q4-2010\SYSTEM7\11 19 

10\756159.D 

Operator 

KAC 






Date Acquired 

19 Nov 2010 

21 : 00 





Sample Name 

BLANK 






Submitted by 

ASD 






Vial Number 

1 






AcquisitionMeth 

DRUGS 






Integrator 

RTE 






Abundance 


.. 

TIC: T50T59.D 




3000 

. 







. i ! 

2500 




d 

p 




2000 






i p o - M l 1 i'.“rn Wlifi'n n'*tr» 

1 1 1 j 1 If 1 









1500 


ll( i 

f 1 





1000 


,,.4f 






500 







i 

0 

Tfme~> 

2.00 2.50 3.50 

3.50 4.00' 4.b0 5.00 5.50 6.bo 

6.50 

7.00 

" 7.50 8,6o 8.50 9.00 9.50' * | 

Ret. Time 

Area 

Area % 



Ratio % 


* **N0 INTEGRATED PEAKS*** 


756159.D 


Fri May 13 09:28:32 2011 


Page 1 


Folk_OIG_PRR 033015 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756160.D 
KAC 

19 Nov 2010 21:13 


ASD 

60 

DRUGS 

RTE 


Abundance 

I 1000000j 
j 800000 
I 600000| 

j 400000 
! 200000 

L oirm . ••• ; ..,.,.:.rVr-r^-T-r 

|Tl me—> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 


TICT75BT60.D 

6101 


5. 50 S.bo 6.50 7.bo 



7.50 ‘ ' 8.(50 8.50 ' 9.00 ’ ’ 9.50 ' 


Ret. Time 

Area 

Area % 

Ratio % 

6.010 

1912991 

100.00 

100.00 


756160.D Fri May 13 09:28:35 2011 


Page 1 


Folk OIG PRR 033016 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19 10\75616Q.D 

KAC . 

19 Nov 2010 21:13 


ASD 

60 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

6.01 C:\DATABASE\PMWTOX2.L 

Oxycodone 

000076-42-6 

91 


[Abundance 


60: 


60 


40 


20 : 


Average of“57067 WS7T7& min.:756i60:D" (-) 


315 


70 


44 


230 


115 


140 


55 




84 


98 


128 


201 


187 


50, 


159 


175 


215 


m/z-> 40 50 60 70 80 

Abundance" 

801 

! 601 


Wft ft $ ill. : +<-i! 

80 90 100 110 120 130 140 150 160 170 180 190 200 210 
. #583: "Oxycodone 


258 

244 [; 

Vilrr-r-T'H'-ft, 


272 


287 


300 


220 230 240 250 260 270 280 2$0 300 310 
PT573 


315 


40f 


20 i 


70 


230 


140 


201 


258 


185 


m/z-> ° 40* 50 60 70 80 90 100 110 120 130 140 150 l60 170 180 l90 200 210220 2^0 240 250 260 270 280 2^0 300 310 ! ] 


217 


244 


281 


300 


756160.D 


Fri May 13 09:28:35 2011 


Page 2 


Folk_OIG_PRR 033017 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756161.D 

KAC 

19 Nov 2010 21:25 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756161.D Fri May 13 09:28:38 2011 


Page 1 


Folk OIG PRR 033018 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756162.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 21:38 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AequisitionMeth: DRUGS 

Integrator : RTE 


Abundance TIC: 756162.0 



jTime-> 2.00 2.50 ' 3.00 3.^0' 4.00 4.50 5.00 5.50' ' 6.00 6.5o 7.00' 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756162.D Fri May 13 09:28:40 2011 Page 1 


Folk OIG PRR 033019 













Area Percent / Library Search Report 


Information from Data Pile 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 __19_10\756163 .D 
KAC 

19 Nov 2010 21:51 


ASD 

63 

DRUGS 

RTE 


mm, . .~ Tre To 6 o 3D 

i 400000 

I i i 

I 3000001 

i i : 

: ? 

I I I 

> 2000001 

i \ \. 

< i ii 

: i ooooo; i| 


frime~> 2.00 2.50 3.00 

' 3.50 ' 4.00 ' ' 4.50 5.00 

5.50 abo 

6.50 ' 7.00 1 7.50 8.00 8.50 ' 9.00 9.feo 

Ret. Time 

Area 

Area % 

Ratio % 

6.004 

766010 

100.00 

100.00 


756163 * D Fri May 13 09:28:43 2011 Page 1 


Folk OIG PRR 033020 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19 __10\756163 . D 
KAC 

19 Nov 2010 21:51 


ASD 

63 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

90 



C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 

90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

6.00 

C:\DATABASE\PMW TOX2.L 





Oxycodone 

000076-42-6 

93 



Endogenous biomolecule AC 

000000-00-0 

12 

Abundance 


Average of 5T9671o 6.128 mm.:756163.0 (-J 

3)5 

1 

| 


80 


60- 


40 


201 


44 


ro 


*rr 

1 1 

1 

1 

' i i 

; 55 | 

S,i I 

j : 64 




230 


115 


140 

! 


128 


5 J I. { 


159 


201 

187 1 1 

175 lil i. 215 I 


258 


244 


272282 


.Jfliflbr ! r iijl-r-ifr, i ( HV-4 . ' 1 . .* A~ t . ' 

160 Ido 200 220 240 200 280 


300 
300 320 


341 355 \ 
340 ' 


Abundance 


#583: Oxycodone 


P1575 


315 


80! 


60? 


40] 


70 


230 


20 

1 

i 



140 

j 

185 

201 

1 

i 

i 

, | 

217 

j :! 

244 

258 

i 

i 

261 

i 

300 ij; : 

j ; 

0 

m/z~> 

1 

40 

' 60 

80 

160 120 140 160 

180 

1 1 . 

200 

...1 ;; 

220 

240 

260 

280 

300 320 340 


756163.D 


Fri May 13 09:28:44 2011 


Page 2 


Folk OIG PRR 033021 








































Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756164.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 22:03 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756164.D 


Fri May 13 09:28:46 2011 


Page 1 


Folk OIG PRR 033022 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756165.D 

KAC 

19 Nov 2010 22:16 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance . .. TtC:756165.D 




frime~> 2.00 2.50 3.00 ’ iio 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7,50 8.00 8 Oo 9.00 9.50 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756165.D Fri May 13 09:28:49 2011 Page 1 


Folk OIG PRR 033023 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Abundance 

j 

j : 

| 800000 

i i 

j 600000; 

j 400000| 

! 200000 

jrime-> °2 ,o6 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 t00_ 7.50 8.00^ 8.50~~ 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


6.010 

1581091 

100.00 

100.00 



756166.D Fri May 13 09:28:52 2011 Page 1 


TIC: 756166.0 
6101 


Data File: 

F:\Q4-2010\SYSTEM7\11_19 10\756166.D 
KAC 

^^0^ 2010 22:29 

ASD 

66 

DRUGS 

RTE 


Folk OIG PRR 033024 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756166.D 

KAC 

19 Nov 2010 22:29 


ASD 

66 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000 - 00-0 12 


Abundance 


80: 


Average 6 r 57967 lb B.i 47 niin.: 75 SmD» 


315 


60; 


40 i 


44 


70 


230 


115 


140 


20 i; 55 


201 


84 98 


128 


| ;H r j jl J,| 


150 


161 


187 
175 

jkl ,t 


214 


258 


244 


, r Z S > , .: -A- 


272282 


300 


355 ! 


40 60 80 Ido 120^ 140 160 180 200 220240 260 280 300 320 340 

7/583: Oxycodone 'PT573 


Abundance 


80^ 


60^ 


40 ‘ 


20 


01 , . 

m/z~> 40 


315 


70 


230 


140 


185 


201 

217 

244 

258 

i 

( 

...I. , . 

281 

300 jj| 

200 

220 

! 240 

260 

280 

300 320 340 


756166.D 


Fri May 13 09:28:52 2011 


Page 2 


Folk OIG PRR 033025 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19 10\756167.D 
KAC 

19 Nov 2010 22:41 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance 
2500! 
! 2000 

1500| 

| 1000 = 

500 


T!C' 756167.D 


iJjffc 

‘tiff" 1 ' 




U,M 


tiff 


iff 


Jf 




jm 1 


° 2.bo 2.E6 3.00 3.50 4.00 4.50 5.00 5.0o 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756167.D Fri May 13 09:28:55 2011 


Page 1 


Folk OIG PRR 033026 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756168.D 

KAC 

19 Nov 2010 22:54 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756168.D Fri May 13 09:28:58 2011 


Page 1 


Folk OIG PRR 033027 
























Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756169.D 

Operator : KAC 

Date Acquired : 19Nov2010 23:06 

Sample Name : 

Submitted by : ASD 
Vial Number : 69 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

1 

500000: 
| 400000! 

I 300000| 

I 200000I 
I 100000 


fr?me-> 2.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.004 

854779 

100.00 

100.00 


756169.D Fri May 13 09:29:01 2011 Page 1 


TrC - : 756189. D 
QiOO 


2.50 ’ 3.00^ 3.50 4.00" 4io’"T.OO ' 5.50 ‘ 8,00 6.50 ~Td0 ’ 7.50 ’ ’ 8.00 ' 8.50 9M 9.50 


Folk OJG PRR 033028 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 23:06 


ASD 

69 

DRUGS 

RTE 


19 10\756169,D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NX ST 9 8.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6.00 C : \ DATABAS E \ PMW__T0X 2 . L 

Oxycodone 

Endogenous biomolecule AC 
Cyproheptadine-M (nor-) AC 


000076-42-6 95 
000000-00-0 27 
000000-00-0 4 


'Abundance 


80 j 


Averaged 5.9671o 6.147 min.: 755169.D {-) 


315 


eo; 


40! 


20 ! 


42 


70 


55 

0 •• i t M l V ; 

Abundance 


115 


140 


84 


98 


128 


230 

i 


201 


187 
175 Ml 


159 

. „!|,169,1.1,: .i.lj,,, ill. Jj || ) 272 286 

\J i *i 1 !'. , I'l'IWi, ••m4n~r T “ > \ : > , I j j'rrh-n : » * |Vr. : • • i 

ta/z~> 40 50 6*0 70 80 90 100 110 120 130 140 ISO 160 170 l80 190 200 210 220 230 240 250 260 270 2&) 200 300 310 j 


215 


258 


ILJ 


244 

h4 


j I 


300 


80 


60 ! 


“W583f Oxycodone 




315 


40 j 


70 


230 


20 i 


fniz~> ° 40 5b 1)6 7b 80 $0 "l6o 1 ■ i 0 120 130 140 150 1 60 170 l6o 190 200 210 2^0 230 240 250 2^0 270 280 2§03&) 3\ 0 ’ \ 


140 


185 


201 

i 


258 


217 


244 


281 


300 




756169.D 


Fri May 13 09:29:01 2011 


Page 2 


Folk OIG PRR 033029 









































Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2 010\SYSTEM7\11_19__10\756170 .D 

KAC .. 

19 Nov 2010 23:19 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance^ " .. — TIC: 756770.0 



jTime-> ° 2.66 2.50 3.00 ’ 3.50 4.00 4.50 5. 0 0 S.feo 6.00 6.50 



7.00 7.50 8.00 ' 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756170.D Fri May 13 09:29:04 2011 Page 1 


Folk OIG PRR 033030 





















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19_10\756171.D 
KAC 

19 Nov 2010 23:32 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abumiance .. ..'.T!C: 7561 71 0 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756171.D 


Fri May 13 09:29:06 2011 


Page 1 


Folk OIG PRR 033031 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756172.D 

KAC 

19 Nov 2010 23:44 


ASD 

72 

DRUGS 

RTE 


Abundance TIC: 756172.D 

i 1000000 6 i 01 

1 800000 
| 600000 
! 400000; 

j 200000 ) 

! 0 4 "! . . ■ , 1 • ' > • ' ( VI. ■ | 

(Tlme«> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 51 


Ret. Time 

Area 

Area % 

Ratio % 

6.010 

1657947 

100.00 

100.00 


50 


i.00 6.50 7.00 7.50 8,00 8.50 9.00 9.50 


756172.D Fri May 13 09:29:09 2011 


Page 1 


Folk OIG PRR 033032 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19__10\756172 .D 
KAC 

19 Nov 2010 23:44 


ASD 

72 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2,L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


7^virage ofSrseTIVS".f42Inin.: 7561727D"(4' 


315 


80 i 


60 


70 


| 4 

4 



22 

40| 

i 

! 


O 

CM 

O 

XT . 

20 i 

i 

: 55 

84 98 

128 

187 i 

s 

! 

! 

j | .1 j 

| 

1 : 

159 175 ij j 214 : 

o'. 

M; i I 1 V 

' .V i -L- 


C;‘.Liyh =. • £ 


258 

»': 244 i: 272 286 


300 


jm/z-> 


Abundance 


20 40 60 80 1C 


!:!• i,ghy .■;!!•!, ( .i , fox> ; 355 ; 

120 140 1&T' 180 200 2id 240 260 280 ' 300 320 340 


#100903: “Oxycoddne 


315 


80; 


60 


40: 


230 


20. 


42 


70 


m/z-> 


i 15 28 j 

0 1 - - . ■ 7 : —! ' i 


55 


: 84 



115 




201 



98 

► i ■! 

f 

| 128 

: 1 

140 

159 

187 
175 jjj 


215 

244 

100 

120 

140 

160 

ISO 

260 

3.220 

240 


258 


272 


286 


300 


756172 .D 


Fri May 13 09:29:11 2011 Page 2 


Folk OIG PRR 033033 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquisit-ionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\ll_19_10\756173 .D 
KAC 

19 Nov 2010 23:57 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance 
2500; 

2000 j 

1500? 

1000 ; 

i 500. 





0 


iime-> 2.d0' 2.6(T 3.0O 3.50 4.00' 4.bO 5.b0 5.50 ’ 6.66 ’ 6.50 ‘ 7.66 7.66 8.00 ’ 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756173.D 


Fri May 13 09:29:13 2011 


Page 1 


Folk OIG PRR 033034 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756174.D 
KAC 

20 Nov 2010 00:09 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756174.D Fri May 13 09:29:16 2011 


Page 1 


Folk_OIG_PRR 033035 



















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2G10\SYSTEM7\11_19_10\756175.D 

KAC 

20 Nov 2010 00:22 


ASD 

75 

DRUGS 

RTE 


jAbundance 


: 800000. 
j 600000i 

: i 

j 400000 

I 200000; 


TfCT 756T75.D 
6101 


j! 


fTlme-> 2.00 2.66 3.00 

3.6o 4.00 4.50 ' 5,00 

5.S0 

' 6.00 ' 

6.66 7.66 7.50 8,00 ' 8.50' 9.00 ' 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

1324127 

100 . 

00 

100.00 


756175.D 


Fri May 13 09:29:19 2011 


Page 1 


Folk OIG PRR 033036 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756175.D 

KAC 

20 Nov 2010 00:22 


ASD 

75 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6.01 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 95 

000000-00-0 4 


Abundance 


80! 


60: 


Average 01067 To 6 147 min.: 756175.0 (-) 


315 


40 


42 


20 


70 


55 


115 

j 


140 


201 


84 


98 


128 


187 


j 150 


159 


175 


230 

I 

! 


215 


258 


244 


272 


0 *•' T . ■? f&U S r -r 74 ! f 4 r, 1 f i 4 r r t:l ~ I j r , , * ; . 4- . , iT t4 

m/z~> 40 50 60 70 80 9*0 100 110 l2o 130 140 150 160 170 180 1$0 200 210 220 230 240 250 260 270 280 290 300 310 


300 


Abundance 


80 


60 { 


40- 


20 i 


0 


~ #58'3rOxycx)cion e 


PI 573” 


70 


230 


140 


201 


258 


185 


217 


244 


281 


. . i . 


315 


300 


m/z~> 40 50 60 70 80 90 100 110 lio 130 140 150 l6o 170 180 190 200 210 220 230 240 250 260 270 260 290 300 310 


756175.D 


Fri May 13 09:29:20 2011 


Page 2 


Folk OIG PRR 033037 
































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19 10\756176.D 
KAC 

20 Nov 2010 00:35 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756176.D Fri May 13 09:29:23 2011 


Page 1 


Folk OIG PRR 033038 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F : \Q4 - 2010\SYSTEM7\ll_19__10\756177 . D 
KAC 

20 Nov 2010 00:47 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance ...* . TICT 75617710 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756177.D 


Fri May 13 09:29:25 2011 


Page 1 


Folk OIG PRR 033039 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756178,D 
KAC 

>0 Nov 2010 1:00 



Abundance ----- . TFC: 756T7&D 

I 12000001 6 ! 01 

) | 

i ioooooo i \ 

• | ; ; 

! 800000! 

I 800000; | 

i i ! i 

: ; ;! 

! 400000 j I 

; : if 

I I 1 

j 200000; | 


!Time-> _ ibo 2.50 

3.00 3.50 4.00 ' 4.50 ’ 5.00 

5.50 ' 6.00 

6.80‘ 7.00 7.50' a.00 8.80 9.00 9.50 

Ret, Time 

Area 

Area % 

Ratio % 

6.015 

2237825 

100.00 

100.00 


756178,D Fri May 13 09:29:28 2011 


Page 1 


Folk_OIG_PRR_033040 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756178.D 

KAC 

20 Nov 2010 1:00 


ASD 
78 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST 98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


•Abundance 


Average of 5‘967to 6CT84 min.; 758178,0 (-} 


315 


80; 
601 
401 

i 

201 


ji 55 


70 


j . 84 98 


230 


115 


140 


: 128 


201 
187 | 


159 175 j| 


... 258 ' 

214 : i! 

| j’l 244 |i 272 266 300 |! 


0 ! : - , - S - T - ^-to ? .4^ 7 *»j4" , r .■ -• V •< '■ r ■ 

Vn/z~> 20 40 60 80 100 120 140 160 1&Q 200 220 240 260 280 300 320 340 


355 


Abundance 


801 


60 i 


40 j 


¥100908; 'Oxycodone 


315 


230 


20: 

■15 28 

01, L ... i|L,... 


42 


70 


115 


55 


84 


98 


140 

128 ; in iw 


201 

187 : 


215 


1 258 

I 244 \ 272 286 300 


rn/2-> 20 40 64 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


756178.D 


Fri May 13 09:29:30 2011 


Page 2 


Folk_OIG_PRR_03304i 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19_10\756179.D 
KAC 

20 Nov 2010 1:12 

BLANK 
ASD 
2 

DRUGS 

RTE 



Time~> ° 2.00 2.50 3.00' 3,50 4.00 4.50 5.00 5.50 6,°0 6.50 7-00 ’ 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756179.D Fri May 13 09:29:33 2011 


Page 1 


Folk_OIG_PRR_Q33042 





Area Percent / Library Search Report 


Information from 
Pile Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756180.D 

KAC 

20 Nov 2010 1:25 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* **N0 INTEGRATED PEAKS*** 


756180,D Fri May 13 09:29:36 2011 Page 1 


Folk_OIG_PRR_033043 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756181.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 1:38 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 
81 

DRUGS 

RTE 


Abundance 

! ioooooo 


TfC:756T8"1.D’ 

6101 


' 800000; j 

| 600000) . j 

j j |i 

400000i n 

j \ 

1 : :! 

I I h 

j 2000001 ij 

; j i i 

hme-> °£5o''’ 2.50 3.00 3.5o"* XoO^ aW ’ 5.0cT ’ 5.^0 ‘ " 6.00 TEo 7.do" ’ 7.50 8.00 ' ' 8.5cT ' 9.66' ' ’ oSo 


Ret. Time 

Area 

Area % 

Ratio % 


6.010 

1757843 

100.00 

100.00 



756181.D 


Fri May 13 09:29:38 2011 


Page 1 


Folk_OIG_PRR_033044 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756181.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 1:38 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



Search Libraries: C:\DATARASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST9 8.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.01 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000-00-0 4 


'Abundance 


i i 

80 i 


Average 015.967 to 6! 195min.: 756T8TU(-J 


315 


60 


40 


44 


70 


230 


115 



i | 



140 

1 



201 




20 

jj 55 

84 

98 

t 

L h: 

1 128 i 


187 




258 


jj hi 

1 j] 

U , ; . ;150 

161 

175 jj 


214 

j 244 

0 

i,. 2 h , iLhjii 








. 


jm/z~> 

40 ’ 60 

80 

100 

J20 140 

-16° 

188 

200 

220 

240 

260 


286 


355 




undance 


80 


#583”:T)xycoddne 


PT573 


315 


60- 


401 


70 


230 


20 j 


i Gh % . 

m/z-> 40 


756181. D 


140 


201 

185 217 


258 


244 


281 


300 


60 80 ' 100 120 140 160 180 200220 240 260 280 ’ 300 320 340 

Fri May 13 09:29:39 2011 Page 2 


Folk OIG PRR 033045 































Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756182.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 1:50 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


EKnnSSnf'o . —...TIC- 7fSRTS5TT 



iTime-> 2.56 2,50 3.00 3.50 4.00 ’ 4.50 5.00 5.50 6.00 6.50 /.CO 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756182.D 


Fri May 13 09:29:41 2011 


Page 1 


Folk OIG PRR 033046 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756183.D 

KAC 

20 Nov 2010 2:03 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance .“***. . TIC: 756183 0 “ 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


756183.D Fri May 13 09:29:44 2011 Page 1 


Folk OIG PRR 033047 
















Area Percent / Library Search Report 


Information from Data File 


File Name 
Opei~ator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756184.D 
KAC 

20 Nov 2010 2:15 


ASD 

84 

DRUGS 

RTE 


Abundance 

j 800000; 

I 600000j 

■ i 

400000; 

: j 

I 200000 1 


TRTf75818475 
S 01 



j 0 —.—r-v—j- 

Iime~> 2.00 2.50 


J.bo 3.50 4.00 4.50 " 5.66 ' ' 5.50 6.00 ’ ’ 6.50 ’ ’ 7.00 ' ' 7.50 ' ‘ iiw’’" 8.50 "9.66 alcT 


Ret. Time 

AiTOci 

Area % 

Ratio % 


6.009 

1523909 

100.00 

100.00 



756184 .D 


Fri May 13 09:29:46 2011 


Page 1 


Folk OIG PRR 033048 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\1I_19_10\ 

KAC 

20 NOV 2010 2:15 


ASD 

84 

DRUGS 

RTE 


756184.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 22 


Abundance 


AverapofXSertd^: IWmin,; 756m'D~{-) 


315 


80 i 


60 ■ 


40; 


201 


42 


70 


55 

! ; 


230 


115 


140 


84 


98 


128 


161 


187 
175 Hi 


201 


\ 


215 

ii'i 


258 

s 


Abundance 

i 

80 j 


: !J i' i : i | ii 1.1, In Ui is? .... .... ... ... ... 

On • M,-, n- • 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


j| 244 jj 272281 300 

300 310 


1583: Oxycodone 


"PT573 


315 

I 


60 ; 


40 1 


20 1 


m/z~> 


o : 


70 

i 


140 


230 


201 j 258 

185 ; 217 ! 

, i t ij i I 244 

40 50 60 70 80 90 l6o 110 120 130 140 150 160 170 180 190 200 210 220 230 240 2*>0 260 2t0 280 290 360 310 


281 


300 


756184 ,D 


Fri May 13 09:29:48 2011 


Page 2 


Folk_OIG_PRR_033049 



















































Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756185.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 2:28 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance .. ... .TIC: 756185.D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


7561S5.D Fri May 13 09:29:51 2011 Page 1 


Folk OIG PRR 033050 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\ll_19_10\756186.D 

KAC 

20 Nov 2010 2:41 

BLANK 

2 

DRUGS 

RTE 


Abundance .TfC' 756186.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756186.D Fri May 13 09:29:54 2011 Page 1 


Folk OIG PRR 033051 

















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756187.D 

KAC 

20 Nov 2010 2:53 

OXYCODONE STD 

12 

DRUGS 

RTE 


Abundance 

! 300000; 

j 250000 


TIC: 756187.D 
6100 


200000 ! 


; 150000| 

100000 ; 

j 

50000 

I 0t- r ..r",.r,. ..r r pr, , , l . . . , .<.. . . , ■ 

Time-> 2.00 2.50 3.00 3.&0 4.00 4.50 


H 

fi 


5,00 5,50 


* 8,00 T ~ 7 ~eST r 7bo^ 



8.00 8 . 


5T 


9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.999 

478186 

100'. 00 

100.00 


Folk_OIG_PRR_033052 


756187.D 


Fri May 13 09:29:56 2011 


Page 1 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756187.D 

KAC 

20 Nov 2010 2:53 

OXYCODONE STD 

12 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6.00 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000-00-0 9 


Abundance 

I : 


Average of 5.967(0 6.115 min.: 756187.0 (-) 


315 


80; 


601 


40 


42 


70 

i 


230 


115 



140 


I .150 161 


187 
175 ) j? 


201 


215 


258 


244 


272 286 


300 


! 0 ' ■ viWtWIVriVl i l .'|!iii l |'l 1 | l | | i )l|' N' | ' | » |) M j-| l i#|-! , llj^P l ,-!* I' l li l pr i Vl*!'Vi , .^ilJtrrHPhS . , . I'i'frm . I . , -'NVp 

m/z-> 40 50 60 70 80 90 100 110 120 130140 150 160 170 180 19 0 200 210 23 ) 230 240 250 260 270 280 290 300 310 

“#588; "Oxycodone PT57T 


Abundance 


80 


315 J 


60; 
40; 

20 j 


70 


230 


140 


201 
185 S 


258 


217 


244 


281 


300 


Q; _______] .. . . _|_ t _.. m . ,i|;i , .| j .i 

Wz«> 40 50 60 70 80 90 100 110 120 130 140 150 l60 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 ‘ | 


756187.D 


Fri May 13 09:29:57 2011 


Page 2 


Folk OIG PRR 033053 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756188.D 

KAC 

20 Nov 2010 3:06 

BLANK 

2 

DRUGS 

RTE 


Ab“un3ance ... — “ " ..TfC:756188.D 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756188.D Fri May 13 09:30:00 2011 


Page 1 


Folk OIG_PRR_033054 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19_10\756189.D 

KAC 

20 NOV 2010 3:19 

BLANK 

2 

TPMPP 

RTE 


jMwmfance — ~~.”.. “ ... TrcT75ff189U 

i 

i 15000 


10000,1 

ii ■■ 

i i 

1 1 j 

5000 j \ j 


„ 01 ' L 

Tinne-> 2 .C 


3.00 4.00 


6.00 7 . 6 cT 8.00 9.00 


"lO.OO 


11,00 12:00 13!00 14:00 15.00 16.00 17.00 18.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756189.D 


Fri May 13 09:30:03 2011 


Page 1 
















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\766190.D 

KAC 

20 Nov 2010 3:40 

3,4 MDMA STD 

90 . 

TFMPP 

RTE 


Abundance 

1200000; 

I i 

| 1000000 [ 

j aooooo! 
| 6000001 
! 400000 ) 

i i 

i 200000 


08 


T!C:756T90.D 


lime-> ' 2.66 3.66 "4.bo' 

5.66 6.00 7.66 8.66' 

abo ib;oo 

11.00 12:00 IXOO' 14.00 l' 5 'oo 16.00 1T0Q 18.00 | 

Ret. Time 

Area 

Area % 

Ratio % 

8.084 

2402456 

100.00 

100.00 


756190.D Fri May 13 09:30:06 2011 Page 1 

Folk OIG_PRR__033056 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756190.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 3:40 

Sample Name : 3,4 MDMA STD 

Submitted by 

Vial Number : 90 

AcquisitionMeth: TFMPP 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMWJF0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


8.08 


Library/ID 


CAS# 

Qual 

C:\DATABASE\NIST9 8.L 




1 ,3-Benzodioxole-5-ethanamine, 

N, .a 

042542-10-9 

83 

1,3-Benzodioxole-5-ethanamine, 

N, .a 

042542-10-9 

83 

1 ,3-Benzodioxole-5-ethanamine, 

N, .a 

042542-10-9 

78 | 


Abundance 


Average of 8.019 to 8.188 min.: 756190 D (-) 


30 42 51 


89 gs 


115121 


145 159 


177 191 


J 0 . 1. . ^ | , II ; i ^ I Id I Cr I ! | Its! I i I S vM 

Wz~> 10 ' 20 3& 40 50 ’ 60 70 ’ 80 9o 166 i 10 120 130 i4o 150 160 170 lio 190 


Abundance 


U18W8; 1 ^^enzodia^e^^lTanarme, N, alpha.-dImelhyF- 


30 51 77 135 

gj 15 . J .. lj: , 65 j,. 89 96 195 118. _jj 147 162 178 191 

rn/z~> 10 20 30 40 50 60 ' 70 80 9'(T 100 110 120 130 140 ii 6 160 170 180 lOo 


756190.D 


Fri May 13 09:30:09 2011 


Page 2 


Folk OIG PRR_033057 




























Area Percent / Library Search Report 


Information from 

Data File: 



File Name : 

P:\Q4-2010\SYSTEM7\11 

19 

10\756191. D 

Operator : 

KAC 



Date Acquired : 

20 Nov 2010 4:02 



Sample Name : 

Submitted by : 

BLANK 



Vial Number : 

2 



AcquisitionMeth: 

TFMPP ’ 



Integrator : 

RTE 



Abundance 

. TfC: 75B19T.O . 

.& #■ ...- '.-.> 

14000j 



i 

12000 

:j 



i 

j ioooo i 




; 8000 |j 




i 6000 il 

! j i 



i i ! 

4000* \ 



) ! 

j 


Oi . — 

Time~> 2.00 3.00 4.00 

5.00 6.00 7.00 8.00 9.0O m00 

11 .00 

12:00 13:00 14:00 15:00 16.00 17 00 18.00 , 

Ret. Time 

Area Area 

% 

Ratio % 

* * *NO INTEGRATED 

PEAKS*** 




756191.D Fri May 13 09:30:12 2011 Page 1 

Folk OIG_PRR_033058 


















Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756192.D 

KAC 

20 Nov 2010 4:23 

BLANK 
ASD 
2 

TFMPP 

RTE 


Abundance ..... .TIC: 756192.0. j 

I 20000 

i : 

I | 

j 15000 J : 

| 10000 j 

l \\ I 



0 .,.,. ,. 

frime~> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 13.00 14.00 15.00 16.00 17.00 18.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756192.D 


Fri May 13 09:30:14 2011 


Page 1 


Folk_OIG_PRR_033059 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756193.D 

Operator : KAC 

Date Acquired : 20 Nov 201 0 4:44 

Sample Name : 

Submitted by : ASD 

Vial Number : 93 

AcquisitionMeth: TFMPP 
Integrator : RTE 



TIC: 756193.D 

8)14 



' 2000000) 


! 10000001 

(rime-> ° ! 2.bo ’ 3.bo' 1.66 aoo 6.66 7.66 


i; 

8.00 9.00 10.00 11.00 12.00 15)00 16.00 17.00 18)0Q 


Ret. Time Area Area % Ratio % 

8.144 14978513 100.00 100.00 


756193.D Fri May 13 09:30:17 2011 


Page 1 


Folk OIG PRR 033060 












Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 
KAC 
20 No 


•2010\SYSTEM7\ll 19 10\756193.D 


,10 


4:44 


ASD 

93 

TFMPP 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 8.14 C:\DATABASE\NIST98.L 

1.3- Benzodioxole-E>-ethanamine , N,.a 042542-10-9 91 

1.3- Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 


Abundance 


80 i 


60 


401 


20 i 


I ! 30 

i oj— 

|m/z-> 30 


Abundance 


80 ! 


60 ! 


40 ! 


20 




30 


58 


Average of ‘8152416 8 T 88 min!: 7 ^ 819 X 0 F; 


42 

40 


51 I 

-rfU-iv- 

50 60 


77 „ AC 135 

65 71 j, 85 ,91 98 105 114 121 129 j, 144 150 164 

^ 70 ' 80 90 100 110 120 ll 6 140 150 ' 160 ~ ' 


58 


#1T2988:1 !!J : BenzodroxdIe-5 : ethanamine,N, .alpha .-dimetbyl- 


42 


51 

40 50 


177 190 

180 Too 


60 


77 135 

65 71 j, 89 96 103 115121 j, 149 162 178 193 

70 80 90 l6o 110 lio 130 Uo 150 160 170 180 190 


756193.D 


Fri May 13 09:30:18 2011 


Page 2 



















































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19JL0\756194.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 5:06 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: TFMPP 

Integrator : RTE 



** *NO INTEGRATED PEAKS*** 


756194.D Fri May 13 09:30:22 2011 Page 1 


Folk OIG PRR_033062 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q4-2010\SYSTEM7\1I_19_10\756195.D 

KAC 

20 Nov 2010 5:27 

BLANK 
ASD 
2 

TFMPP 

RTE 


•Abundance.. “ “.~ ~ “ .TIC: 7581 g^CT 

I 

; 14000 

I 12000! 

1 10000P 


80001 j 

60001 \ 

i fe 

j 4000; X 

20001 ^ 

j I 

hrime--> 2.00 3.00 4.00 5.60 6.00 7.00 8.00 9.00 10.00 il.'oo 12^00 llOO' 14.00 15.00 IftOO 17i00 18^00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756195.D Fri May 13 09:30:25 2011 Page 1 

Folk OIG_PRR_033063 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756196.D 

KAC 

20 Nov 2010 5:48 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 
96 

TPMPP 

RTE 


Abundance 


i 1500000: 


10000001 


500000 


8109 


T!C: 756TS6.D 


frime-> 2.00 ' 3.00' 4.00 ‘ 

' 5.00 ' 8.66 ' 7.50 1 8.60 

k 9.66' ibloo 

11.00 12.00^ 13.00 'l4Job 'l5M 'ibloo' 17.00 ’islob’ I 

Ret. Time 

Area 

Area % 

Ratio % 

8.095 

3975445 

100.00 

100.00 


756196 .D 


Fri May 13 09:30:30 2011 


Page 1 


Folk_OIG_PRR_033064 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19_10\756196.D 
KAC 

5:48 

ASD 

96 

TFMPP 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 8.09 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N ( .a 042542-10-9 83 
1,3-Benzodioxole-5-ethanamine, N, .a 042542-10-9 78 
Benzenemethanol, .alpha[1-(methyl 000090-81-3 72 


Abundance 


80 


60 i 


40 i 


20 i 


im /z-> _ 
Abundance 

i i 


80 


60! 


40 


20 ! 


|m/z-> 


0U 


30 


42 

—H‘ -■ 

40 


58 


Average oTS'.'O24 to 5.231 min.: 7551967D" (-) 



30 

42 

51 

Ov 



■■ [7- 


30 

40 

50 


65 7i 


_60 

58 


77 

-dM-*- 


91 98 105 


115121 


135 


145 


159 


70 _JS0 __ 90 100 110 7 120 ' 1 i do l4cT .150 1 16 ' 

¥1 iY8867T,343e^ ^raipWa-^meWyl- 


176 190 

i Ho * Ho 


51 

50 


i 

\l .65 

60 70 


77 


60 


69 

. .f.. 

90 


105 us 
100 110 120 


. /f.147 

130 140 l6o 


162 176 192 

160 170 180 190 


756196.D Fri May 13 09:30:32 2011 Page 2 


Folk OIG_PRR_033065 






























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2 010\SYSTEM7\11_19 _10\756197.D 
KAC 

20 Nov 2010 6:10 

BLANK 
ASD 
2 

TFMPP 

RTE 


Abundance ~ .TIC: 756197TT 


25000 

i 

! 20000 

: ji 


15000 ; 

1 100001 

! n 
: ' 

5000; \ 


h"ime--> 


0 ^~ T "T ’.. 

2.00 


3.00 4.b0 ‘ £5o 6.00 


7.00 8.00 9.00 10.00 11.00 12 00 13.00 14.00 15.00 16.00 171)0 18.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756197.D Fri May 13 09:30:34 2011 Page 1 


Folk OIG PRR 033066 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756198.D 

KAC 

20 Nov 2010 6:31 

BLANK 
ASD 
2 

TFMPP 

RTE 


Abundance 

. ..TIC* 756WO” 


20000 


i 

15000 

i 

( 

I 

i 

10000! 

I l 

j i 

i 

t 

I 

i 

I ! 

5000; 

i j 

ol 

\ 

\ 

X. 

j 

J 

!rime~> 

2 .bo Xbo 4 .bo 5.06 1 abb 7.66 8,60 9.oo ’ 10:00 ii!oo ia!oo 13I00 14.00 

15:00 leioo 17:00 18.00 | 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756198.D Fri May 13 09:30:37 2011 Page 1 


Folk_OIG_PRR_033067 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11 19__ 10\756199 . D 
KAC 

20 Nov 2010 6:53 


ASD 

99 

TFMPP 

RTE 


Abundance 

j 

3000000! 

! 2500000 ! 

| 2000000 ! 

j | 

, 1500000: 

j i 

i 1000000 

! 

500000 

hro e~> ° 2 .00 


“ TfC: 756199. D 
8113 


ii 

;J 

il 


3.00 4.00 5.00 


6.00 


7.00 8.00 9.00 10.00 11.00 12:00 13:00 14;00 15.00 16.00 17;00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 

8.128 

10438792 

100.00 

100.00 


756199.D Fri May 13 09:30:40 2011 


Page 1 


Folk OIG PRR 033068 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F;\Q4-2010\SYSTEM7\11_19_10\756199.D 
KAC 

20 Nov 2010 6:53 


ASD 
99 

TFMPP 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMWJT0X2,L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


Abundance 


i 


80 j 


8.13 C:\DATABASE\NIST98.L 

1 ,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 91 

1 ,3-Benzodioxole-5-ethanamine, N, .a 042542-10-9 83 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 83 


30 

3b 


60! 
40 j 
20 j 

| O' 

jm/z—> 

Abundance 

{ i ' 

\ s 

! 80 : 

J | 

601 

; i 

40 j 

; j 

| 20 ! 


| 00 r - 

m/z~> 30 


i 


Average 6T8T030” to"8,275 min:. 7561W.D (-) 


51 


42 

40 50 


60 


58 


65 71 
7 & 


77 


i-4-c : 

80 


135 


85 91 _98 105 115 122 129 j, 145 159 177 _ 191 ; 

90 ^ Id0 110 l£T 130 ' 140 11 150 ; lio 170 1&T ' 190 


#112966:1:3-Benzodr6xoFe-5‘eihanamjne r 'N t .alpha,^dfmelhyl- 


42 51 

40 ’ 50 


j 65 7 'j 
60 1 7b 


77 

. ; I ...... 

bo 


135 

89 96 103 115121 jj 149 162 178 193 

90 100 lio iib 130 140 150 160 170 180 190 


756199.D Fri May 13 09:30:41 2011 Page 2 

Folk OIG_PRR_033069 






























Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q4 ~2 010\SYSTEM7\ll_19_X0\756100.D 
KAC 

20 Nov 2010 7:14 

BLANK 
ASD 
2 

TFMPP. M 
RTE 


Abundance TIC; 756100.D\data.ms 



Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS * * * 


756100.D 


Fri Hay 13 09:32:19 2011 


Page 1 


Folk OIG PRR 033070 




Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4~2010\SYSTEM7\11 19 10\755763.D 

Operator : 

KAC 

Date Acquired ; 

20 Nov 2010 7:35 

Sample Name : 

BLANK 

Submitted by : 

ASD 

Vial Number : 

2 

AcquisitionMeth; 

TFMPP.M 

Integrator : 

RTE 


Abundance TIC: 755763.D\daia.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755763.D 


Fri May 13 09:32:36 2011 


Page 1 


Folk OIG PRR 033071 











Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM7\ll_19_10\755764,D 
KAC 

20 Nov 2010 7:57 


ASD 

100 

TFMPP.M 

RTE 


Abundance TIC: 755764.D\data.ms 


3000000 

8 

122 

2000000 



1000000 



0 

f 

hrTT! ! i .rrm. r - TT - T - T ~ r - t pxT-r-r-J 

Vrrn i i i i n'"n.ri 't - T - T —f- • T - T - T - T - r n- rT T<"rn"T' f » * t rn'-n 1 .r. \ m-T-i .r 


urr-p-v”' . . ,n i r | > rTyirTTp-rr^rm"! i . . i-pTrnq-rrr.r-pr-m-j-n-rrrrv'" r " T "f r » < * f rTTT f rrT_r T , ~r 

Time*-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 13,00 14.00 15.00 16.00 17.00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 

8.122 

9225736 

100.00 

100.00 


755764,0 


Fri May 13 09:32:41 2011 


Page 1 


Folk OIG PRR 033072 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2Q10\SYSTEM7\11_19_10\755764,D 
KAC 

20 Nov 201 0 7:57 

ASD 

100 

TFMPP. M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C-. \Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_T0X2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 8,12 C:\Database\NIST05a.L 

N-Mefchyl-3,4-methylenedioxyamphetam 042542-10-9 91 
N-Methyl-3,4-methylenedioxyamphetam 042542-10-9 91 
N-Acetyl-3,4 -methylenedioxymefchamph 181765-92-4 78 


Abundance 


Abundance 


rpTrrpTrrj-m-i-f n-rr-j-r rrr-j-i-. *1- «-j ttttjttttjttti , -i 

30 40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 



Average of 8,030 to 8.336 min.; 756764.D\data.ms {-) 


91 gg 105 H6123 

- ---‘tVr ---- -- 


136 


145 

T'i rrn 


160 


174 


193 


#51923: N-Methyl-S^-methyienedioxyamphetamine 


105 ns 

■■‘hrrTTrrrr 


135 

rrXr n 


147 


m/z-*> 


161 

T T T ^ 


178 

•nTtjn 


191 


30 40 50 60 70 80 90 100 110 120 130 140 160 160 170 180 190 


755764.D 


Fri May 13 09:32:43 2011 


Page 2 


Folk OIG PRR 033073 






Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisifcionMeth: 
Integrator : 


Data File: 

F:\Q4 2010\SYSTEM7\11_19_10\755765,D 
KAC 

20 NOV 2010 8:18 

BLANK 
ASD 
2 

TFMPP.M 
RTF 


Abundance TIC: 755765.D\data.ms 

30000 

20000 | 

1 

10000 ! 




0 tt 






i - .- n -. v . ri - rTTnr -. v - 1 . rT - TT ^- ) ^ 

2,00 3.00 4.00 5.00 6.00.7.00 8.00 0.00 10.00 11.00 12.00 13.00 14.00 15.C rt ^ ^ ^ J 


Ret* Time Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


755765.D Fri May 13 09:32:48 2011 Page 1 


Folk OIG PRR_033074 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquis!tionMeth: 
Integrator : 


Data File; 

F:\Q4-2010\SYSTEM7\11_19JL0\755766.D 
KAC 

20 Nov 2010 8:39 

BLANK 

2 

TFMPP. M 
RTE 


Abundance TIC; 755766. D\data.m$ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755766.D Fri May 13 09:32:51 2011 Page 1 


Folk OIG PRR 033075 











Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4~2010\SYSTEM7\11_19_10\755767.D 

KAC 

20 Nov 2010 9:01 

3,4 MDMA STD 

90 

TFMPP.M 
RTE 


Abundance 

2000000 


1500000 


1000000 


500000 


TIC: 755767.D\data.ms 
8J84 


T 


•fS~ • 


Time~~> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 


i I ■ fr ’' rrr"j ’ " T' T ' T 'T | ; { TT TT- rTTj TTTTT ^ i f pr n H rr r r j rf 

lo'oo 11.00 12 00 13^00 14.00 15.00 1&00 17^00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 

8.084 

3711215 

100.00 

100.00 


755767.D 


Fri May 13 09:32:55 2011 


Page 1 


Folk OIG PRR 033076 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired ; 
Sample Name ; 
Submitted by ; 
Vial Number ; 
AequisitionMeth: 
Integrator : 


Data File: 

F: \Q4~2010\SYSTEM7\11_19__10\755767 ,D 
KAC 

20 Nov 2010 9:01 

3,4 MDMA STD 

90 

TFMPP.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_T0X2.L 



PKtt 

RT Library/ID 

CAS# 

Qual 


1 8.08 C:\Databaee\NIST05a.L 

N-Methyl~3 ,4-methylenedioxyamphetam 042542-10-9 91 
N~Methyi~3 ,4-methylenedioxyamphetam 042542-10-9 91 
N-Methyl~3,4-methylenedioxyamphetam 042542-10-9 83 


Abundance 

80 

60 

40 


Average of 8.019 to 8.248 min.: 755767.D\data.ms (-} 
58 


20 


0 

30 

i. i 

42 

51 

TTTtTTT 

30 

' ,- r * 
40 

~n Lr 

50 

Abundance 




80 




60 




40 




20 




0^ 

m/z-> 


42 

51 

‘ T 1^ 

r "'"' i " 1 1 1 1 

30 

’ rT T ri 1 * T 

40 

50 


I : 65 7 J 88 98 105 116123 T 145 160 1 76 191 

-j y-:*7Vj-j-rrl.r'T.rffrn-rrT‘rrry-TTnrT-yxrn^ syrrmm ( -p 7 -. r ,..; r .. r .. | .... r ... 1 ~ t - r y- 1 - T - r - T . 

60 70 80 90 100 110 120 130 140 150 160 170 180 190 

#51923: N-Methyl-3M-meihyienedioxyamphetamine 
58 


65 


77 


60 


' T T T 

70 


Tl J l* T -r 

80 


89 198 118 1 ? 6 147 161 178 191 

. r .,Y^ r -TT T -r‘1' I 1"" r " ! -r"T" > .fp'rrrpnH^^p-T-'rryrrTTil'TTr-i.rrrryrr 

90 100 110 120 130 140 150 160 170 180 190 


755767.D 


Fri May 13 09:32:56 2011 


Page 2 


Folk OIG PRR 033077 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4~2010\SYSTEM7\ll_19_10\755768.D 

KAC 

20 Nov 2010 9:22 

BLANK 

2 

TFMPP.M 

RTE 


Abundance 

20000 

15000 


TIC: 755768.D\data.ms 


10000 

5000 


s 


Time**> 2.00 100 4.00 5.00 6.b(T7.00 8.00 9.00 1000 11.00 1100 1100 14.00 1s!oO 16.00 17.00 1s!oO 


Ret * Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755768.D 


Fri May 13 09:33:00 2011 


Page 1 


Folk OIG PRR 033078 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19JL0\755769.D 

KAC 

20 Nov 2010 9:44 

BLANK 

2 

THC, M 
RTE 


Abundance TIC; 755769.D\data.m$ 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755769.D 


Fri May 13 09:33:04 2011 


Page 1 


Folk OIG PRR_033079 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTBM7\11JL9JLO\755770.D 

KAC 

20 Nov 2010 9:59 

A 9 THC STD 

86 

THC.M 

RTE 


Abundance 


TIC: ?55770.D\data.ms 

8.$25 


1000000 


600000 


U "f.T.>. 

Time~> 2.00 

~t — i —j— i — r~ 

3.00 

— i —f— f —»— 5 —i——v 

4.00 , 5.00 

6.00 7.00 

" f . 1 . 5 .f. 1 . r ‘ 1 i * f 

8.00 9.00 

1 M * 1 
10.00 

--f-j-1-5-3-j- 

11.00 

Ret , Time 


Area 

Area % 

Ratio % 



8.525 


1537255 

100 . 00 

100.00 




755770.D 


Fri May 13 09:33:07 2011 


Page 1 


Folk OIG PRR 033080 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\ll_19JL0\755770.D 

KAC 

20 Nov 2010 9:59 

A 9 THC STD 

86 

THC, M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 



C:\Database\NIST05a.L 

Minimum Quality: 80 



C:\Database\PMW_T0X2.L 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

8.52 

C:\Database\NIST05a.L 




Dronabinol 

001972-08-3 99 



Dronabinol 

001972-08-3 99 



Dronabinol 

001972-08-3 97 


Abundance 

80 

60 

40 

20 


Average of 8.488 to 8.673 min.: 755770.D\data.ms (-) 

2^1 


299 


314 


41 


65 


91 


77, 

flJL, 


116 


128 


147 


174 


1Q& I i. 1 ®\ 1: '] >207^s 

flUA JIML.ilid -I.[1 llirl P ktli j li.LiiiUu 


193 


•,217 


271 


243 


268 


285 


L 


.I ' ""?.>. t . a .rT-T-rr-j- rm-j-rr-n.j.t.r.i.?.|. t . r - rr -^ t f ., ^ kV'tS.. 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 


80 


#133657: Dronabinol 


60 


40 


20 


299 


231 


271 


41 


Ov-M-t 


55 67 81 95 10? 174 193 217 

i ..I rp j 1 ] 9 131 147 161 

iL: r >.i [ i.,|i npkiry t^Si p jjjt) 


243 


268 


II 




m fz~~> 




205 ,.u l ,| 

rVV'V-fV 


286 


314 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


755770.D 


Fri May 13 09:33:08 2011 


Page 2 


Folk OIG PRR 033081 


























Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 ~2 010\SYSTEM7\ll_19_10\755771.D 
RAC 

20 Nov 2010 10:14 

BLANK 

2 

THC. M 
RTE 


Abundance TIC: 755771 ,D\data.m$ 



Ret, Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS * * * 


755771,D Fri May 13 09:33:16 2011 Page 1 


Folk OIG PRR 033082 











Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\755772.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 10:29 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

THC. M 

Integrator 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


755772.D Fri May 13 09:33:19 2011 Page 1 


Folk OIG__PRR__033083 











Area Percent / Library Search Report 


Information from Data File*. 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\755773.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 10:44 

Sample Name : 

Submitted by : ASD 
Vial Number : 87 

AcquisitionMeth: THC.M 
Integrator ; RTE 


Abundance 

400000 

300000 

200000 

100000 

0 L - f . * . » . I .^. 1 . 1 . 

Tfme-> 2.00 3,00 4.00 5.00 



Ret. Time 


Area Area % Ratio % 


8.520 476447 79,80 100,00 

8.774 120578 20,20 25,31 


755773.D Fri May 13 09:33:23 2011 


Page 1 


Folk OIG PRR 033084 













Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

F:\Q4-2010\SYSTEM7\11 19 

10\755773.D 

Operator 

KAC 


Date Acquired 

20 NOV 2010 10:44 


Sample Name 

■m 


Submitted by 

ASD 


Vial Number 

87 


AcquisitionMeth 

THC. M 


Integrator 

RTE 


Search Libraries: C:\Dafcabase\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a,L 

Minimum Qua1ifcy: 80 


C:\Database\PMW_TOX 2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 8.52 C:\Database\NIST05a.L 

Dronabinol 
Dronabinol 
Dronabinol 


001972-08-3 99 
001972-08-3 99 
001972-08-3 94 


Abundance 

80 

60 

40 

20 


Average of 8.493 to 8,583 min.: 755773,D\data,ms (*) 

231 2$9 


41 


55 


91 


67 




115 


1# 


128 14? 1 T 4 193 

161 


1 -n f WfKl gjOft, 


217 


271 


243 


258 


\<hh\ U. ..p. 1 !! .,Pi J 1 ..i, Jl, i% 

T “ p " i .V '| 1 t i r "r' . f .rf- 7 f frr r^r r fT- 


285 


314 


355 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


340 


Abundance 

80 

60 

40 

20 


#133557: Dronabinol 

231 


2$9 


41 


55 67 81 g5 107 .. q 174 193 21? 

1 l? m li 1 *131 147 161 I i MR ! 

V. jijj j,lk iliTt., J. vfrPff.tAU ,.i 


271 


243 
! 258 


285 


314 


m/z--> 40 ~60 80 100 120 140 160 180 200 220 240 260 280 300 320 


340 


755773.D 


Fri May 13 09:33:25 2011 


Page 2 


Folk OIG PRR 033085 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~201G\SYSTEM7\11_19_10\755773.D 

KAC 

20 Nov 2010 10:44 


ASD 

87 

THC.M 

RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Da t aba s e\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


8,77 C;\Database\NlSTCSa,L 

6H-Dibenzo [b, d] pyran-l-ol, 6,6,9-fcr 0G0521-35-7 98 
6H-Dibenzo[b,d]pyran-l-ol, 6,6,9-tr 000521-35-7 98 
6H-Dibenzo[b,d]pyran-l-ol f 6,6,9-tr 000521-35-7 94 


Abundance 


80 


60 

40 

20 

0 


43 55 

Jfc. 


m/z~> 40 

Abundance 

80 

60 

40 
20 

0 


Average of 8742 to 8.864 min.: 7S5773.D\dala.ms (-) 


2$5 


238 


60 


77 96 jos 1 1 9 139152 135 178 195 209 » 3 


251 


267 281 


310 


341 355 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#131134: 8H-Dibenzo[b,d)pyran-1-ol. 6,6,9-!fimefhy!-3-pentyl- 

2$5 


238 


m/z~> 40 


43 55 67 ^ 


95 


115128 152 1( f 5 178 195 209 

“Y 


223 


251 


265 281 


310 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


755773,D 


Fri May 13 09:33:27 2011 


Page 3 


Folk OIG PRR 033086 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth; 
Integrator 


Data File: 

F:\Q4~2010\SYSTEM7\11_19_10\755774,D 
KAC 

20 Nov 2010 10:59 

BLANK 
ASD 
2 

THC.M 

RTE 


Abundance TIC: 755774,D\data.ms 



Time~> 2.00 3.00 4.00 5.00 6,00 7.00 8.00 9.00 10.00 11.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


t 


755774.D 


Fri May 13 09:33:31 2011 


Page 1 


Folk OIG PRR_033087 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 ~2010\SYSTEM7\11_19_JL0\755775 . D 
KAC 

20 Nov 2010 11:14 

BLANK 

2 

THC.M 

RTE 


Abundance TfC: 755775.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS** * 


75S77S * D Fri May 13 09:33:34 2011 


Page 1 


Folk OIG PRR 033088 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth * 
Integrator : 


Data File: 

P:\Q4-2010\SYSTBM7\11_19_10\755776.D 

KAC 

20 Nov 2010 11:29 

A 9 THC STD 

86 

THC.M 

RTE 


Abundance 


1000000 


TIC; 755776.D\data.ms 


500000 


OLy-r" 

Time--> 2,00 


8. $25 


3.00 


4.00 


5.00 


6,00 


7.00 


8.00 


9.00 


10,00 


—r-\ — r~ 
11.00 


Ret, Time 

Area 

Area % 

Ratio % 

8.525 

1544823 

100.00 

100.00 


755776. D Fri May 13 09:33:38 2011 


Page 1 


Folk_OIG_PRR_033089 














Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM7\ll 19 

10\755776.D 

Operator 

KAC 


Date Acquired 

20 Nov 2010 11:29 


Sample Name 

"9 THC STD 


Submitted by 



Vial Number 

86 


AcquisitionMeth 

THC.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI. L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


8,52 C:\Database\NIST05a.L 


Dronabinol 

001972-08-3 

99 

Dronabinol 

001972-08-3 

99 

Dronabinol 

001972-08-3 

97 


Abundance 

80 

60 

40 

20 

0 


41 


Average of 8.488 to 8.673 min,: 765776.D\data.ms (-) 

231 . 2§9 


91 


55 


67 




115. 


«« 147 

| 161 

u r*T-t*"r-|"'T -n rjTTTTi > r 




174 


m 


193 


i j 217 

> r 1 1 * 1 ‘ j 


271 


243 


258 


285 

It 


314 


i r» ! » I '| 'rrYT-p-T-rr jT-rrrpi rrj"i tTTTTTTTTTrrrTri i i ) i i tTjn r-r^ ri r. |'n i rfr r~rrr 

mfz~~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


355 

rrrr" 


Abundance 

80 

60 

40 

20 


oL 


#133557: Dronabinol 

231 


41 


5 , 5 67 81 95 107H9 U7 161 T 217 , , , „ 286 

ii. Jl in Jti. 41, LiJE.ilI ..u.ips.it, Ji, .1, 1 “ 286 

^ r t^" ¥ r ^ r^ tWy-t-r i-T | !' i * t 1 tit H" # vV . ) » , . n i > ‘ ‘ { 1 * ‘ H ’ 1 * * 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


271 


243 


258 


2 $9 


314 


755776,D 


Fri May 13 09:33:38 2011 


Page 2 


Folk OIG PRR 033090 























Area Percent / Libi~ary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTBM7\11_19_10\755777.D 
KAC 

20 Nov 2010 11:44 

BLANK 

2 

THC.M 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755777,D 


Fri May 13 09:33:43 2011 


Page 1 


Folk OIG PRR 033091 








Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\755778.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 12:02 

Sample Name 

BLANK 

Submitted by 


Vial Number 

2 

AcquisitionMeth 

SPEED.M 

Integrator 

RTE 

Abundance 

TfC: 755778.D\daia,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


755778.D 


Fri May 13 09:33:46 2011 


Page 1 


Folk OIG PRR 033092 











Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755779.D 

KAC 

20 Nov 2010 12:16 

METHAMPHETAMINE STD 

88 

SPEED.M 
RTE 


Abundance 
2000000| 

1500000j 

1000000 : 

500000 


TIC: 755779.D\data.ms 


4i78 


. 

Time~> 2.00 

3.00 

4.00 5.00 

i—r t ~T t— f—r 

6.00 

' t ■— T . T .*. 

7.00 8.00 

~ 1 ~ T ~ T -~ r - T - 

9.00 

ioIoo 


Ret. Time 


Area 

Area % 

Ratio % 




4.278 


2431799 

100.00 

100.00 





755779.D Fri May 13 09:33:50 2011 Page 1 


Folk OIG PRR 033093 











Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11JL9 10\755779.D 
KAC 

20 Nov 2010 12:16 

METHAMPHETAMINE STD 

SB 

SPEED.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.28 C:\Database\NlST05a.L 

Benzeneethanamine, .alpha *, .alpha.» 000122-09-8 83 
Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 83 
Benzeneethanamine, N, .alpha.-dimeth 000537-46-2 74 


Abundance 


80 


60 

40 

20 

0 


5& 


Average of 4,246 to 4.430 min,: 755779.D\data.ms (-) 


m/z~> 


30 42 51 


66 


91 


ii i 78 | 98 106 119 134 146 

V 1 ■' r r t■ i -Try"f - r r-ry-r r vty ' T-r ' r f \ 1 t I'TT'nTTp 


,~p 


207 

I { iTrn- 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 


80! 


60 

40 

20 


56 


#22480: Benzeneethanamine, ,alpha,,.alpha.-dimethyt* 




4 , 2 51 

j r i t i fh 1 : 


65 


91 


77 




104 


117 


134 


| i~i j i i n'jT't'TT'| rrinrjTTTTjTrnpTTTyrr 

30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


755779.D 


Fri May 13 09:33:52 2011 


Page 2 


Folk OIG PRR 033094 











Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4~2010\SYSTEM7\11_19_10\755780.D 

KAC 

20 NOV 2010 12;31 

BLANK 


2 

SPEED, M 
RTE 


Abundance TIC: 755780.D\data.ms 



Ret, Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS* ** 


755780.D Fri May 13 09:33:56 2011 Page 1 


Folk OIG PRR 033095 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTBM7\ll_19_10\755781.D 

KAC 

20 Nov 2010 12:46 

BLANK 
ASD 
2 

SPEED.M 
RTE 


Abundance TIC: 755781.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755781.D Fri May 13 09:34:00 2011 


Page 1 


Folk OIG PRR 033096 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4 -2010\SYSTEM7\11_JL9_10\755782 , D 
KAC . 

20 Nov 2010 13:00 


ASD 

89 

SPEED.M 
RTE 


Abundance TIC: ?55782.D\data.ms 

5000000 

4000000 

3000000 

2000000 

1000000 


u'n—r-r- 

Time~> 2.00 

3.00 4.00 5.00 

6.00 

7.00 8.00 

9.00 

* ? \ > * i i 

10.00 

Ret. Time 

Area 

Area % 

Ratio % 



4.295 

9032639 

100.00 

100.00 





755782.D Fri May 13 09:34:03 2011 Page 1 


Folk OIG PRR 033097 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\ll_19__10\755782 .D 
KAC 

20 Nov 2010 13:00 


ASD 

89 

SPEED.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NISf05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4,29 C:\Datahase\NIST05a,L 

Benzeneethanamine, N # ,alpha.-dimefch 000537-46-2 83 
Benzeneethanaraine, N,,alpha.“dimeth 007632-10-2 83 
Benzeneethanamine, N,.alpha.-dimeth 000537-46-2 83 


Abundance 

80 

60 


Average of 4.246 to 4,468 min.: 755782, D\data.ms {-) 
5j8 


40 


20 


30 


m/z~> 


10 


rr T ri 

20 


42 


50 * 

rfrrF 


91 




77 


'T* 


30 40 50 60 70 80 90 


103 115 27 1 34 142149 

rji l rr~r \ - s V^T-rTxyHTT-pr . 


ryrr-rr-p 


100 110 120 130 140 150 160 170 180 190 200 


207 

rrrrf 


Abundance 


#22455: Benzeneethanamine, N,.alpha.-d$methyh (S)- 

0 


80 


60 


40 


m/z--> 


20 


J 15 

Qipr-t-w rn- 

10 20 


42 


30 

i ,T 6p I 

in rr p* > i t p rrr 

30 40 50 


91 

66 77 | 103 H7 134 148 

4*j rtVrTTT-rVp-TiVj') v- r-p^t-rTTprr^^'p"! vr-j 't+iryn rt'|*-nrrTyTT , TT i yi"rt-T -j t rr t | rrr'i j-i-r-rr"]- 

60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


755782.D Fri May 13 09:34:04 2011 


Page 2 


Folk OIG PRR 033098 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\755783.D 

KAC 

20 Nov 2010 13:15 

BLANK 
ASD 
2 

SPEED.M 
RTE 


Abundance TfC: 755783.D\data.ms 



Ret. Time Area Area % Ratio % 


***NQ INTEGRATED PEAKS*** 


755783„D 


Fri May 13 09:34:11 2011 


Page 1 


Folk OIG PRR 033099 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\755784.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 13:29 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

SPEED.M 

Integrator 

RTE 


Abundance TIC: 755784.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755784.D Fri May 13 09:34:14 2011 


Page 1 


Folk OIG PRR 033100 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\755785.D 
KAC 

20 Nov 2010 13:4 4 

METHAMPHETAMINE STD 

SS 

SPEED.M 
RTE 


Abundance 

2000000 

1500000 

1000000 

500000 


755785,D 


4.279 


TIC: 755785.D\data.ms 


v 1. f T f 

Time>~> 2.00 

3.00 

T 1 | t S ^|? 

4.00 5.00 

8.00 

7.00 8.00 

9.00 

f I f 

10.00 

Ret. Time 


Area 

Area % 

Ratio % 



4.279 


2434138 

100.00 

100.00 




Fri May 13 09:34:19 2011 


Page 1 


Folk OIG PRR 033101 










Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM7\11 19 

10\75578S.D 


Operator 

KAC 



Date Acquired 

20 Nov 2010 13:44 



Sample Name 

METHAMPHETAMINE STD 



Submitted by 
Vial Number 

88 



AcquisitionMeth 

SPEED.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PR# RT 

Library/ID 

CASfj 

Qual 


1 4.28 C:\Database\NIST05a.L 

Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 83 
Benzeneethanamine, .alpha.,.alpha.- 000122-09-8 83 
Benzeneethanamine, .alpha.,.alpha.- 000122-09 8 78 


Abundance 

j 

80 

60 

40j 


Average of 4.252 to 4.403 min.: 755785.D\data,m$ (-) 


20 


30 42 


51 


OWfr-rr 7 y| i rT ”r 

m/z-~> 30 40 50 


65 


60 


70 


91 

77 .1 
rr * tT T rnrytT- 

80 90 


103|io 119 134 144 


207 


**1 -T - ^•••• rrrr - r - 7Tr Tr T -r T - T7 - f ryrr-f ^rTTT-p-r r ^..|. nTrpTTTprrrprrq - 

100 110 120 130 140 150 160 170 180 190 200 


Abundance 


58 


#22446: Benzeneethanamine, N,.alpha.-dimethyl- 


80 
60 j 

401 


m/z-> 



755785.D 


Pri May 13 09:34:21 2011 


Page 2 


Folk OIG PRR_033102 








Area Percent / Library Search Report 


Information from Data Pile: 

File Name 

F:\Q4~2010\SYSTEM7\11 19 10\755786,D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 13:58 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

Ac quisitionMeth 

SPEED.M 

Integrator 

RTE 


Abundance TIC: 755786.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


755786.D Pri May 13 09:34:25 2011 Page 1 


Folk_OIG_PRR_033103 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File; 

F:\Q4~2010\SYSTEM7\ll_19 10\?56100.D 
KAO 

20 Nov 2010 7:14 

BLANK 
ASD 
2 

TFMPP. M 
RTE 


Abundance 

20000 

15000 

10000 

5000 


TiC: 7561GO.O\data,ro$ 




r| n-rTyn T•• v pr-r f-r^-mn-r"i 


rrriTTTi 


Time~> 2.00 3.00 4.00 5.00 6.00 7,00 8.00 9.00 10.00 11 ;00 12.00 13.00 14150 15.00 1&00 17.00 18 ? 00 


Ret. Time 


Area 


Area % Ratio 


***NO INTEGRATED PEAKS*** 


756100,D 


Fri May 13 09:34:28 2011 


Page 1 


Folk_OIG_PRR_033104 















